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PONISH AN 


AN INNOCENT FROLIC WITH COLO 


UNFEELING WORDS MISINTER- 
PRETED BY STAID OLD NEVADA 


SENATORS 


THEMANFROM 


MISSOURI 


CONGRESSMAN VAN DIVER WANTS 


TO KNOW WHY 
GOVERNMENT 


IS NOT PROSECUTING THE AR- 


MOR PLATE TRUST 


CARSON. Nev.. Feb. 24.—By a vote 


of 23 to 10 the nntl-gnmbllng law re- 
ported from the Judiciary Committee 
In the House today, was defeated. Thin 
•was one of the surprises of the session, 
though not entirely unexpected, for the 
opponents of the measure had many 
good points to urge why It should not 
pass. 
The action of the lower house 


today shows that the law was not 
framed to cover the ground In a man- 
ner satisfactory to the majority, not 
that they favor gambling, but because 
they believe every clthsen should have 
a right to do and act as he sees flt. 


The bill providing for an experiment 


station In Lincoln county and making 
an appropriation of $10.000 to carry 
on the work passed the Senate. It now 
goes to the Governor for approval. 


An effort was made to pass the Gov- 


ernor's mansion bill 
over 
Governor 


Sparks' veto but failed by a close vote 
in the Senate, the members In favor 
of passing the measure believing that 
the Governor would approve of their 
action. 


A ripple of amusement was caused 


in the Senate when a member arose 
and moved that E. I* Blngham, editor 
of the Nevada State Journal be hauled 
before that body and produce proof 
that perhaps there are "squaw men" on 
the Judiciary Committee. 
This' was 


done aa the result of an editorial squib 
appearing In the paper a day or two 
ago In which the Judiciary Committee 
was criticised for amending the rape 
bill, making the punishment nothing 
more than a travesty on the law. How- 
ever, good Judgment prevailed and the 
motion to hold an Investigation was 
lost by a big vote. 
The little Incident 


in causing considerable amusement and 
no end of gossip In the corridors to- 
night. 
A number of citizens from Goldfleld 


were In attendance to urge upon the 
Assembly the necessity of moving the 
county seat of Esmeralda from Haw- 
thorne to Goldfleld. 
. 


John Blum in the Toils 


John Blum while drunk last night 


was arrested by Officer Elder. He was 
released on $20 cash ball. 


WASHINGTON, 
D. C., Feb. 24.— 


Representative Van Diver of Missouri 
introduced the following resolution In 
the House today: 


"Resolved that the Attorney General 


Inform the House at his earliest con- 
venience whether or not any proceed- 
ings have been instituted against the 
armor plate trust, and If not, why." 


RENO, NEVADA, SATURDAY MORNING FEBRUARY 25, 1906. 


PEASANTS ARE 


BEGINNING TO 
ASSERT RIGHTS 


While Heretofore Dominant Landlord 


Looks on Russian Slaves Calmly 


Proceed to Subdivide Farms 


STANDARD OIL IS 


DEFEATED IN 


PETERSBURG, Feb. 25-Th, banning of . d.ftgtrou. «ov,m.nt 
"« b««n observed among the psassntry in some of the «£t'j«rn 
province, where revolutionary agitator, .re oireu *«"8 "P0*» th* 


th. Emperor will on March 4th >s«uo • manifesto providing for • general 
division of land*. 


BOTH SIDES NOW 
FIGHTING LIKE 


FIENDS 


Roy Brown Improving 


Mrs. 
H. P. Brown returned from San 


Francisco last evening. 
She was call- 


ed to the city to attend her son who 
Is seriously 111 at the railroad hospi- 
tal there. 
The many friends of the 


young man will be pleased to learn 
that he Is now much improved and it 
is thought he will soon be able to re- 
turn home. 


arc THAT 


PEBBLES WILL RECOVER 


.PRESCRIPTIONS. 


We do expert, trustworthy pre- 
scription work. We use only the 
purest drugs of the highest qual- 
ity. 
We charge a fair price; no 
more, no lees. 
We safeguard 
every detail from the time we 
receive 
the 
prescription until 
the medicine Is In the custom- 
er's hands. Quality Is the only 
thing we think of In our pre- 
scription department. We will 
•end for your prescription and 
deliver the medicine promptly. 
The Cann Drug Co. 
Phone Green 141. Open all Night 


Pebbles, the race mare purchased a 


few days day» ago from Sheriff Ferrel 
by Mart Johnson, will recover from the 
Injury received to her knee. It now de- 
velops that the bones are not broken. 
Dr. O'Rourke has been placed In full 
charge of the animal and states that 
the mare will recover. 


A canvass swing has been arranged 


In Mr. Johnson's barn. 
From this the 


mare has been suspended, thus reliev- 
ing all weight from the injured leg. The 
leg has also been placed In a plaster 
cast. 
. 
. 
"Dutch" Combs, one time the uesi 


known Jockey In the west is caring 
for the mare. 


Tony'. Feature. Perpetuated 


A flne plaster of Paris cast of the 


features of Tony Brunswick has been 
on exhibition at the bar of the Hotel 
Golden for the last few days. The life- 
like appearance attracts general at- 
tention and admiration. 
This cast 


was made at the Instance of the pro- 
prietor of the 
tecey 
saloon in San 


Francisco, where Tony was long a fa- 
mmillar figure and popular man be- 
hind the bar. 
o 


Funeral Tomorrow Afternoon 


The funeral of the late Miss Mary 


Anderson will be held from the under- 
taking parlors of Reinhard & Com- 
pany tomorow afternoon at 2 o'clock. 
After brief services are held the re- 
mains will be prepared for shipment 
to Stockton, where the burial will take 
place. 


/ 
«««^ 


' Protection for Bird. 


SACRAMENTO. Cal.. Feb. 24.—A 


bill making It a misdemeanor to kill 
meadow larks or take their eggs and 
throwing similar protection about oth- 
er song birds passed the Senate to- 
night. 
Birds may be killed, however, 


when destroying crops of fruit and 
grain. 


N 


EW allotments have 
been 
de- 


manded by the Moujlks 
ever 


since the emancipation and ac- 


cording to private reports the stories 
spread like wild fife and are Implicit- 
ly believed. 


In the government of Tula a lar^o 


land proprietor went to his estate last 
week and found the peasants at wor» 
measuring and stacking their share* 


In response to his demands for an 


explanation they told him of the com- 
ing manifesto. 
: 


The peasants refusing to listen t» 


his declaration that the report was ab- 
surd, would only say: 


••We have heard the Little Father 


baa ttecldea." 
When the proprietor asked 
what 


would become of him, they replied: 


Oh. we will leave you the building 


and forty acres." 
.Once the peaaantry, became posses- 
sed of the Idea that the Emperor haa 
willed a division of the land It will be 
exceedingly difficult to disabuse their 
minds and again troubles on a large 
scale are feared. 


The Moujlks are likely to turn on 


the proprietors as they did several years 
ago In the provinces of Saratoft and 
Polteva when anarchy 
reigned 
for 


some time. 


Performer. Are Arrested 


MOSCOW, Feb. 16.—The reported ar- 


rest yesterday of l«o Andrelt and fif- 
teen other writers has no connection 
with the assassination of Grand Duke 
iBerglus, but is believed to be connect- 
ed with the general reform propaganda 
being carried on In Moscow by the 
literary wing of the liberal .party. 


BILL CARRYING AN APPROPRIA- 


TION OF $130,000 FOR THE GREAT 
TRUST KILLED BY AN AMEND 


* 
MENT 


WASHINGTON, 
D. C., Feb. 24.— 


In the House of Representatives today 
a flght waged many years against an 
appropriation of $130,600 for the rental 
of the old New York custom house re- 
sulted 
In 
victory. 
Representative 


Hememvay of Indiana, chairman of the 
Committee on Appropriations, 
being 


unable to muster sufficient strength to 
retain the provision In the bill. The op- 
position was led by Sul*er of New 
York, supported 
by 
Representative 


Williams of Mississippi, the minority 
leader, both of whom denounced the 
expenditure as a public scandal and In 
the interest of the Standard Oil Com- 
pany which, It Is alleged, was behind 
the National City Bank as a purchaser 
of the building from the government. 


Action In striking out the provision 


was on a strictly party vote. 


MR, SENSENEY 


ENTERTAINS GUESTS 


BTTEL DEFECTS 


EDDIE HKNLON 


PflOSPECTORS GOING 


TO THE GOLD FIELDS 


• PHILADELPHIA. Pa.. Feb. 24.— 
Abe Attel and Eddie Hanlon. both of 
San Francisco, fought 
a 
six-round 


draw before a nmall crowd at Industri- 
al hall tonight. 
There was no knock 


down, but Attel had the better of the 
bout all the way through. 
o 
* 


Morgan Against Statehood 


WASHINGTON. 
D. C. Feb. 24.— 


Senior Morgan antagonized the motion 
to appoint confreres on the Statehood 
bill today. 
A vote will be reached In 


the Swayne .Impeachment trial Mon- 
day. 


Suspicious Chinaman 


Officer Elder found 
a 
Chinaman 


prowling around the tenderloin late 
last night and placed the fellow under 
arrest. 


Guy Montague, George Clinton and 


8. S. Jobjison purchased a team yes- 
terday and will start next week on a 
prospecting tour over an undeveloped 
section of the country west of Haw- 
thorne adjoining the Indian reserva- 
tion. 


The former will drive through .and 


Mr. Johnson will, follow by train. K 
is the Intention to locate a number ol 
claims and use the wagon In hauling 
supplies etc., to the different places 
they may locate. 


Stock Market 


SAN FRANCISCO, Cal., Feb. 24.— 


Spring Valley, 373-4: Gas & Electric, 
525-8; Giant, 65; 
Honakoa, 
221-2; 


Paauhau, 255-8; Alaska. 843-4; Ophlr, 
$6.75; Mexican. $1.90: Gould & Curry, 
26; Con Virginia, $1.88. 
,^Lj^n_rxrxrj 


SMALLPOX PATIENT 


HERE FROM THE SOUTH 


****** 


FRANK MURPHY, claiming to come from Qoldfleld, arrived In J 


Reno from Carson last evening and a few moments later was taicen j 
in charge by the health officers a/id rushed to the pest house M^phy * 
^^^^^^^^^^S^f^\ 
zz-st, .M 
I"n1^.r^^^r°.?,rxau;ro^7" 2: 


there Is no fear that the disease will spread. 


+ * + + + + + + 
+ + + * + + + + 


An Impromptu card party was held 


last evening at H. J. Senseney's bun- 
galow. 
The evening was most de- 


lightfully passed In games and story 
telling. 
The favors were stick pins 


of a neat and costly design. An ele- 
gant luncheon was spread 
and 
the 


merry guests were withal very charm- 
ingly entertained. 


The party guests, chaperoned by Mr. 


and Mrs. Llttlejohn 
were 
Misses 


Wheeler, Doten, Comstock and Sun- 
derland and Messrs. Wallace. James 
and Dr. Francis. 


Murder Will Out 


PRESCOTT, Arizona, Feb. 24.—After 


a chase of over three years, Sheriff 
Van Bever of B"ell county. Kentucky, 
today arrested here 
Oscar 
Griffith, 


charged with murder In Bell county. 
Van Bever found Griffith at Whlpple 
Barracks enlisted In the service of the 
United States In Troop L, 6th Cavalry. 
Sheriff Van Bever left tonight for Ken- 
tucky where an alleged accomplice s 
in jail awaiting trial. 
Griffith admit- 


ted to the officer that he was present 
at the time of the murder, but denied 
having had anything to do with It. 


To B. Buried «t Cedar Rapid. 


The body of the late T. Arthur Cam- 


burn was shipped to Cedar Rapids 
Iowa, last evening. 
Relatives of the 


dead man reside at that place. 
Inter- 


mint w^l be there. 
The body was 


prepared for shipment by Reinhard & 
Company. 


Gibb. Ca*. Continued 


The ca*e of Robert Glbbs was call- 


ed for trial In the District Court yes- 
terday morning, but owing to the ab- 
sence of witnesses was continued un 
til Monday^ 
Q 


Visiting Her Daughter 


lira. Joseph Murry of San FramMm-o 


Is In Reno. 
She Is here on a visit to 


'her daughter, Mrs. Frank Hall. 


JAPANESE FORCE THE RUSSIANS 


TO ABANDON THEIR BASE 
AT 


BERE8NEFF HILL AND DESPER- 
ATE BATTLE IS NOW RAGING 


ST. PETERSBURG, Feb. 25.—A dis- 


patch from Sacheton dated February 
24th says: "Japanese In superior num- 
bers forced a Russian detatchment at 
Tslnkhetchen to abandon their base 
at Beresneflf hill. 
The 
battle ha» 


been desperate on both sides but the 


, result Is not yet knowu. 


Closing on tho Russian Flank 


SHBNKINO. Manchuria. Feb. 25.— 


It Is reported here that the Japanese 
are closing In on the Russian's ea«t 
flank. 


As a result of this movement It 1* 


possible that there will be a general 
engagement or at least 
a 
counter 


movement by the Russians along some 
part of the line especially If the Japa- 
nese have returned to their original 
tactics of making flanking movement* 
from the mountains. 


The early advent of 
spring 
now 


makes It possible for operation In andi 
from the mountainous district*. 


Reports of activity at 
Vladivostok 


in anticipation of an attack on the 
place by the Japanese is confirmed, 
but the town continues Us accustomed! 
gayety In which civil and military ele- 
ments participate. 


General Kurokl's headquarters 
the 


past week has been one of the most 
quiet at the front since the battle or 
the Shakhe river. 
Both armies hav- 


ing almost entirely suspended their ar- 
tillery work, only a few shots being- 
heard. 
There was n resumption of bomoara- 


Ing by the Japanese on the left to- 
ward the Hun river today. Slow flrin* 
began early In the morning and con- 
tinued until 3 o'clock In the afternoon. 


No Race, for 8*at» Fair 


gACRAMBNTO.. 
Cal., F«b. 
24.— 


Just one-third of the $180.000 asked for 
In the bill carrying the expenses for 
the coming State fair has been grant- 
ed 
Today the Ways 
and 
Meaim 


Committee amended It by cutting out 
all provisions for a new race track in 
Sacramento and prohibiting racing at 
the fair. 
o- 


Ayers' Wonderful Discovery to » 


guaranteed pile cure. Caae. though J* 
be Incurable have been cured by tt. 


GOLDEN OPPORTUNITY S 


— • 
• 
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GOLDEN JEWELRY CO. 


Watche*. Diamonds, 
Cut GlaM. Jcwdry 
atlowpricc*. 


Golden Jewelry Co. 


Cor. 
Second end Virginia St. 


Looking for Big Bargains 
in Suits and Overcoats 


February 25tH 
Is the Last Day -^ 


We shall positively close our great clothing sale on the 
above date. They ore the smartest looking and the best 
tailored garments that you ever saw. They are "leftovers" 
of the season's successful selling, but all good styles, and 
worth every penny of their original price. Of course, there 
isn't as large an assortment of fabrics and patterns as early 
in the season, bnt every size is here in some pattern that 
you will like, and at the clean up prices they are the great- 
est bargains of the season. Young men this is a money 
saving opportunity that you should not miss. 
Mote the 


savings, then come here and examine and trv on the gar- 
ments of your size, They'll fit you perfectly, and the style, 
swing and tailoring will suit you to a "T' 


MEN'S SUITS OR OVERCOATS BOV8 SUITS OR OVERCOATS 


? 


Reduced from $!«.«• U . . $7.00 
Reduced from $11.60 to . 
. $8.75 


Reduced from $16.00 to . 
. 9&&0 


Reduced from $17.60 to 
$11.60 


Reduced from «S».00 to 
$14*50 


Reduced from $«-«• 
to 
$15-00 


R«4»oe« *•*» m t* to $17.50 


Reduced iron 
Reduced from 
Reduced from 
Reduced fross 
Reduced from 
Kedaosft teem 
Red«««4 tresi 


$t.M to 
$I.M to 
$4.0» to 
$i.t» to 
$«.e» to 
tffjft* to 
iftt.N to 


$1.76 
$240 
$2.75 
$3.76 
$4.7$ 


$7.26 


Our Sale of Men's Fine High Grade 


UNDERWEAR 


Made by the best manufacturers in this country. We desire 
to close out a number of odd lines in men's high grad under- 
wear. This will be a saving opportunity to you of at least 
one-fourth to one-third under the regular price. 


Men's fine mercerized fancy striped underwear, flne derby ribbed. 
close form fitting. The celebrated Cooper make, worth 
Jl BK 


$2.60. Our sale price 
.................................. 
™ * iw 


Men's shirts and drawers In odd pieces, worth regular $1.6f. Just 
what you want to help out this season. We shall price 
73C 


them at 
.................................................. 


Fancy gray all wool shirts and drawers, splendid value at $1.»0. good 
weight, and will give the best of satisfaction. Sale 
Price 
................................................... 


Fine all wool undershirts and drawers. In fast colors, flat or 
finish, close form fitting, worth regular $1.25 and $1.60. All 
reduced, to close out. to 
.................................... 


Free Delivery at four Door in Reno or SparKs 


mo*i, emu tn 
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Commercial Row 
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TO SUBSCRIBERS—Parties who do not receive their 


papers r have any cause of complaint will oblige by 
notifying this office. 
• 


§10 REWARD—Will be paid for Information that will 


lead to the arrest and conviction of parties stealing 


of THE JOURNAL from the premlie* of subscrlb- 


Vatered In the Postofflce at Reno, Nev., ac ad class matter. 


THE LAW'S DELAY 


T 


HE condemnation of Adolph Weber, the youthful Au-v 


burn murderer, while a good thing In Itself Is but as 


a pebble thrown Into the mighty gulf of bloody crime that 
has made the United States the most notorious of civ- 
ilized nations In which murder run riot almost unchecked. 
For every murder punished, like that of Weber's, ninety- 
nine go unheeded, almost, and unhindered. 


It Is time that a halt be called on this epidemic of law- 


lessness, and that crime against the sanctity of life a 


•*• I 
person be punished, and punished promptly. While tl^, 
technicalities of the law, spun by artful spiders of tl«e 
legal profession, are permitted to enmesh the stumbling 
feet of Justice so that months and even years drag their 
interminable length between the day of crime and the 
day of retribution, no great good is to be looked for In the 
enforcement of the law as at present laid down; for the 
example of punishment to be potent of warning to others, 
should follow quickly upon the conviction of the malefac- 
tor. 


The remedy lies in a thorough overhauling and amend- 


ment of the laws, by which processes of Justice may be ex- 
pedited with the least possible Jeopardy to the rights and 
safety of the accused. Not being pessimistic we do not look 
to the other side of the mlllenlum fgr such reform, nor 
being foolishly sanguine, anticipate Its happening In the 
Immediate future. But It is a thing that every good cit- 
izen can and should work for from this on. 


NEW BRIDGE WANTED 


T 


HE JOURNAL, is the recipient of many expressions of 


approval regarding Us advocacy of a new bridge at 


the Virginia street Intersection of the river. 


From so many and varied sources have these expres- 


sions of appreciation emanated. The Journal is convinced 
that the sentiment In favor of the project Is practically 
unanimous. 


Although under the rule the time for the Introduction 


for bills In the lower house Is up, we are positive that ao 
member of the house would refuse the granting of unan- 
imous consent to the introduction of a bill authorizing the 
Issuance of bonds for so laudable purpose. 


The present status of the ownership of the Iron bridge 


Is somewhat in doubt. The original charter failed to spe- 
cifically vest the title to the bridge In the city, and there 
has been some talk of bringing a friendly suit to quiet 
title.. 


In the opinion of The Journal a measure should os 


passed by the legislature declaring all bridges community 
property of the city and county where the same are with- 
in the city limits. The bill should carry with It authority 
granted to the county commissioners to Issue bonds for 
the construction of a new bridge In proportion to the 
amount of taxes pall by the city and the county. For In- 
stance, if It la apparent from the tax roll that 60 per cent 
of the taxable property of Washoe county lies within the 
corporate limits of the city of Reno, then the county will 
only be called upon \o bond itself for 40 per cent of the coat 
of the new structure. The cost of maintenance and re- 
pairs should be based upon the same proportion. Such 
a division of the cost of construction and maintenance 
would certainly be equitable to both county and city. The 
bridge Is both a portion of the city's streets and of the 
county roads leading to the Truckee meadows and as such 
becomes the property of the whole people of the county. 


To saddle the whole cost upon the city seems unjust 


and If the matter Is not settled at this session of the leg- 
islature It will be held In abeyance for at least two years^ 
more to the serious inconvenience of the residents of the 
southern portion of the city and county and the retarding 
of the growth of that section of the city. 


It Is hoped that some member of the Washoe county 


delegation will take the matter up and Introduce a bill 
covering the matters at Issue between the city and county 
at an early date, and thus clear the way for the construc- 
tion of a new bridge when It is deemed advisable. 


The time for the adjpurnment of the legislature Is 


drawing near, however, and no time should be lost In the 
drafting and Introduction of such a bill. Whatever mem- 
ber of the Wnshoe delegation sponsors such a measure will 
certainly be warmly commended for his action. 


REPORTS of Russia's desire for peace continue to em- 


anate from London. Of course these reports are abso- 
lutely correct. British agencies are absolutely incapable 
of doing an injustice to a hated enemy. 


HON. ANANIAS BAKER, of the Indiana leglslatur?, 


says that the tobacco trust tried to bribe him. The tobac- 
co trust is certainly a winner In that It didn't have to 
bribe the person that christened him. 


WHEN the Record-Courier speoks of "pedagogess" 


we are constrained to remark that our esteemed contem- 
porary has another "gess" coming. 
JOURNAL ADS PAY 
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Groceries, Fruits, Ve^tabtes, Wines, 
Liquors 


The Best Goods the Market Affords tr Htoek 
Give Us a Trial Order. 


TIB lalLltAD LOMDff MOB 


New y Furnished ThroMbout. OpportU the Pssscr 
>>••*•* 


A. T. DORmiO. Proprietor 
jUnr Myymda 


cooooooocx 


Western Ore Purchasing Co. 


Samplers and Purchaser* of Gold, 
Silver, Copper, Le d Ore* and Slimes 


T4E HIGHEST CASH PRICE PAID 


Chas. Snyder, Mgr., Reno, Nev. 


> oooooooooooooooooooooooo 
h 


No Worry to Select Holiday Gifts Here 


The finest stock of useful presents la 
town, especially for mon and boy*. Just 
drop In between now tod Chrlatmaa. 


FREIT 
EMPLOYMENT 
OFFICE 


Virginia St 
...A. NELSON 


PERKINS 
AND 
OLIVER 


, FOR the llrst time in thirty-two years Canada Is being 
governed by a conservative ministry. The Conservative 
.party In Canada corresponds to the Republican party In 
this country In that It Is the party representative of the 
welfare of the rich as against the poor and the middle 
class. In the past thirty-two years we have had twenty- 
four years of Republican rule and eight of Democratic. 
We may consider ourselves wiser than the Canadians but 
The Journal Is a Mlssourlan when It comes to accepting 
that belief without Investigation. 


226-226 SIEPRA STREET 


The most complete and modern 
Mtablishment of its kind on the 
Paeiflo Coast. Phone Main 281 
Residence Phone Main 288 


NEAR THE MASONIC HALL 


A. LANE & CO. 


ALL KINDS OF WOOD AND COAL 
,FINE OAK WOOD OUR SPECIALTY 
Yard 207 Stevenson St Phone Red 216 


>OOOOOOOOOOOOOOOOOOOOoOOO 


• 
IT is a curious and a significant thing that the chief 


objects of Thomas Lawson's attacks In this month's Issae 
of Everybody's should be James Eckles and James Beck, 
two shining lights of the second Cleveland administration. 
It Is as hirelings and defenders of Standard Oil and its 
associated villainies that Lawson goes after those two 
worthies. The visitation of boils was a sore thing to Job, 
but we don't think he got a worse dose than did the Dem- 
ocratic party when It suffered that memorable attack «'f 
Clevelandltls. 


RENO DAIRY 
• 
JOHN CHISM 


te Sllw State 


* 


Prepared to furaleh f 
•ad Hotter to any 
Blue oa up on Phono 


Refcfctar* 


ONR fat-witted statesmen In the upper house at Wash- 


ington are exhibiting their fatuousness In the face of tt 
great question by laughing at the proposed revision of 
railroad rates. There Is a precedent for their conduct: 
The nobles of France laughed when the people cried for 
bread. But there was no laughter when the Reign of Ter- 
ror drenched the land In blood and shorted these same 
nobles of the wherewithal to laugh. 


OVERLAND STABLES 


uvery. 


Wood a*« Goal 


THE celebration of Washington's birthday In Paris, 


by Frenchmen, shows that the ancient friendship of 'Ha 
belle France" for eur own beloved land has riot diminish- 
ed by the processes of time and chance that have come 
nnd gone since the days of Yorktown and Saratoga. 


GCOD GROCERIES 
Ttfephent Brewn 


433 


THE) report of the Hague Commission on the North 


Sea Incident shows that It is well for us not to make haety 
Judgments upon news published In onr Journals and ema- 
nating from London press agencies. 


Fndte, Vegetable*, Egg* sad Butter 
at the Lowest Priees. ggeei delivery 


A LARCOMBE 


SHORT BROS. 


Pbone ereco 471 CenUr Street Reno Nevada 
< . 
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SATURDAY, FEBRUARY 25, 1908. 


Reno. Saturday, 25 February. 1905. 


THERE'S A FINISH 


New tapestry brussels 


90 cents the yard 


Carpets are the " under neaths" of room decorations. 


On their colorings ihe beauty of the furniture and wall 
hangings depend. Our carpet stock is as rich as an 
Oriental Bazaar when Bagdad was in her glory. 
It is a 


splendid studio of artistic ideas, but it has better uses 
than that— it is the study of economy, as the* low prices 
demonstrate. You will understand what we mean when 
you see the new tapestry brussels carpet we are offering 
for goc the yard sewed, lined and laid. 


I CASH OR CREDIT 1 


;"F»~ 
" \££ 


119-121 Virginia Street, bet. Kirst and Second, <eno 


President Roosevelt's Inauguration! 


REDUCED RATES 


WASHINGTON 
AND RETURN 


-VIA- 
I TNION PACIFIC 


Good for 60 days. Open to All. Stopovers allowed In both 


directions. Sale Dates: Feb. 25, 26. and 27th. 


Choice of Many Routes Returning 


Large Parties now forming. Communicate with us at once If you wish 
accommodations reserved. 


Trains Daily 


With accommodations for all classes of passengers. For 
detailed Information apply to any Southern Pacific Agent, 
or address 


p BOOTH. 
JA8. WAR RACK, 


Oeri Agl U. P. R. B. Co. 
F. and P. A. . U. P. R. R. Co. 
{Montgomery Bt, San Francisco. 
1007 Second St., Sacramento 


United Stales Smelting Co. 


_ - . ^_ * 
A •.« ^m ^h ft e^a>&_* 
k SSSB A U 
SALT LAKE CITY, UTAH 


Lead and Copper Ores 


nited 


I. now In the market for all kind* of lead and copper eres at Prices 


Favorable to Shippers 


ADDRESS ALL COMMUNICATIONS 


To Bait Lake City, Utah 


Consign all shipments aa follows: United States Smelting Co. Blng- 


ham Junction, Utah. 


When shipment 1. made please notify us Promptly and if 
pier is preffred. Designate which one; also designate one 


To our laundry work at all times. Juat 
now we are making a specialty of cur- 
tains. Ring us up and we will call for 
yours. 
\ 


RENO STEAM LAUNDRY 


Phone Green 94. Plaxa and Peavfnetts. 


S. J. Hodgltinson 


DRU66IST 


Prescription* Carefully 
Compounded 


> e e e » e « e e e » > » « i > > » e e e » » | 
BIG BARGAINS! 


ON LOTS IN THE 
ST. GIOBGI ADDITION 


The highest, choicest and 
most sanitary location In the 
city. 
Magnificent panoram- 


ic 
view 
overlooking 
the 


Truckee Meadows. I will sell 
20 lots 16x140 ft for 


$125 EACH 


Terms 6 per cent off for 
cash, or 26 per cent down, 
balance In weekly or month- 
ly Installments. For further 
particulars call on or ad- 
dress 


C. ST. GEORGE 


P.O.Box791 


Tkatthint 
b«ottectmally 
a glass of 


ANNIE 
BUSCH 


For Sate 0»lF IF 


i Cafe tracked. 
aWsttbOBBAr 
fords IB 


Full Line - 


SmoKed 
Meats . 


We are headquarters for Ham, 
Bacon and Lard. 


WHY? 


Should you go to a grocery for 
Ham. Bacon or Lard. We can g4re 
you lard, kettle rendered, a pare 
article, at the came price that you 
wilt pay elsewhere for a packing 
house product. 


Give us a trial order and be con- 


vinced. 
RENO MEAT CO. 


Rene and Trtiekee Market*. 


Complexion and 
Sachet Powders 
Toilet Soaps, eto 


Choice Perfumes 


Vlrfllalft Strt*t, ntno 


High Class 
Tailorings 


Means much for tbe man who 
would be well drossed. I am pre- 
pared to do higb class tailoring 
and have first class diploma from 
tbe Tailors' and Cutters1 School, 
Drury Lane, London, England, 
i have also obtained my exper- 
ience In the principal cities of the 


- United States and can wen mam- 


tain my claim to satisfy tbe most 
fastidious dresser, I am at present 
located wltb Moss, tbe HatleMS 
Douglass street and invite all my 
friends in general to call. 


PttricKI Fable 


2 Douglas Btteet near Golden Building 


•H- 


tt Moil K k 


A. BERGMAN 
— "" ..;:rt!E OWL BAR... 


_ 
BCROMAN « WILLIAMS. Prep*. 
qS»>lhlnfl 
Virginia St., Reno. Ntv. 


The Pioneer •rokere .of TonopsJi OJid 
OoldAold 


Issue each week a Market Letter de- 
scrlptiro of the developments at the 
great camps. Those leters. by romsoti 
of being consenratlTe and based upon 
fact* and official figures hare 0000 to 
be recognised as authoratlre. They 
may bo had each week without cost 
by SDDlytaar to 


- ^™5*" DONNILLAN e\ OO. 


EWSPAPERl 
MEWSPAPEJRl 
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THIS COUNTY DOES NOT 


A NT ANOTHER JU 


MEMBERS OF THE 


GRAND JURY 


PROTEST 


UNALTERABLY OPPOSED TO SAD- 


DLING HEAVY AND NEEDLESS 
ADDITIONAL 
EXPENSE 
UPON 


THE PEOPLE OF WASHOE 


( 
A member of the Washoe County 


Bar Aaaoclatlon favoring an addition- 
al judge for Washoe and Churchill 
county yesterday handed the follow- 
ing extract from the last grand Jury s 
report to The Journal, asking that it 
be published. 
The names 
of 
the 


members of the last grand Jury are 
also published: 
Excerpt from the official report of 


the grand Jury of the Second Judicial 
District Court of the State of Ne- 
vada, county of Washoe, filed Decem- 
ber 23. 1904. 


"Owing to the great volume of bus- 


iness presented before the Second Ju- 
dicial District Court of the State com- 
prising the counties of Washoe and 
Churchill which, we believe is as great, 
if not greater than that of the balance 
of the State combined, we are of the 
opinion that such legislation should be 
enacted as would Immediately relieve 
this condition." 


Filed December 23. 1904. 
Members of the grand Jury filing the 


above report: 
Frank Bell. Foreman. R. H. Cowles. 


secretary: Ed. Barber. James Crosby. 
Dan Huffaker. M. 
Shields. 
Edward 


Schmidt. John Avanslno. Albert "Ward. 
J E Souchereau. John Little. A. T. 
Donnels. J. D. O'SulHvan. Hoy Robin- 
son. W. A1 Martin. John Sunderland 
Jr.. S. H. Rosenthal. 


The Journal in common with the 


majority of the taxpayers of Washoe 
county, is oposed to the passage of the 
proposed bill, which will saddle a debt 
of $3200 per year upon 
the 
"«»ntv 


In addition to Us present 


A FEW friends anxious to have the proposed bill providing for 


an a^dufdnal Judge In Washoe and ChurehUI c°™«*ly*T*^*g™n 


- * 


££-£=? 
measure and call upon the lawmakers to quash It. 


facts of the case, those of the last 
grand Jury who could be found in 
Reno were seen yesterday. 
As will 


be seen by the Interviews published 
herewith the members of that body 
are unalterably oposed to the propo- 
sition of saddling an additional dis- 
trict Judge upon Washoe and Church- 
Ill counties: 


SAM 
ROSENTHALr-When 
the 
OAffd. 
xvv»*-**^ * **•»— 


question was brought before the last 
grand Jury ns to the congested condi- 
tion of the calendar in the District 
Court, the matter was thoroughly dis- 
cussed by us. and while we did feel 
that we should direct as to how the 
condition should be relieved, we did 
realize that the work was more than 
should be asked of one Judge. 


The general sentiment seemed to be 


that If Churchill was 
removed, 
it 


would aid materially in relieving the 


not ealTed upon to handle as much 
work as the Wa.hoe county Judge. In 
rtrong terms Mr. Shields entered his 
disapproval of the proposed action and 
asked that his views be given public- 
ity, especially since his name Is be- 
ing used by those who are urging the 
passage of the measure. 


JOHN SUNDERLAND 
JR—Stated 


that he was In favor of relieving the 
congested condition of the court by 
the removal of Churchill, and adding 
It to some other district. 
That in no 


case did he' Intend as a grand Juror 
to add additional burdens to the tax- 
payers of Washoe county. 


ED SCHMITT—Said that as a grand 


Juror when his attention was calted 
to the condition that existed in the 
District Court, he was In favor of re- 
lief, temporary relief, not the saddling 


Official Report of Transactions 


in Recorder and Auditor's 


Office 


Notary public bonds were flled yes 


terday by P. N. Packard and W. D. 
Jones. 
The power of attorney was given 


yesterday by I* L. Bradley to J. H. 
demons. 
E. 


would aid materially in relieving the nef, temporary relier. noc ™e "Tor all 
situation, and in the further discus- of another Judge on the people for all 
s on the members of the body felt that t,me. and thought that the rutting of 
8.lontne_- performing their duty when j Churchill would give the desired re- 


. .- . _**._*!»» st* tVio npnnlf* Mat 


ltr«i|w**0* 
Deed—A. F. McPhall to Rena 


Howard. Lot 1 and west 1-2 of lot 20 
In block 10. East Reno. 
Consideration 


$10. 
_ 
Deed—B. M. Howard and Rena E. 


Howard, his wife, to A. F. McPhall. 
Lot 2 of block 7 in Robison's addition 
to Reno. 
Consideration. IIP. 


EXCELLENT PROGRAM TO 


BE RENDERED TONIGHT 


The following Is the 72d concert to 


be given by Kiel's orchestra at the 
Gray, Reid, Wright 
Company's 
big 


store tonight: 
March. "Our Royal Visitors" . .Rubens 
Novelette. "Vanity" 
Matthews 


The Serenade" 
Herbert 


Ult?^ 
V*^« « j*v-» -~ - 
" 


they called th«» attention of the 
to the condition. 
But they did not] 


feel that they had the right to dictate 
as to how the relief should be brought 
about, and. therefore, the resolution 
adopted by the grand Jury. 
I be- 


lieve that If Washoe county was a dls-. 
trlct by Itself that the present Judge 
could in time clear the calendar. 


A. T. DONNELS—Stated that he 


had no Idea of creating another Judge- 
ship and did not think it necessary. 
That the most of the ca.es that came 
before the grand Jury were from Ha- 


and along the line of the 


nere and now that that 


Waltz. 
_- 
Selection from "Rlgeletto" 
(a) Intermezzo, 
"Bohemian Knights" 


Qreenberg 


b) "Ragtime Chimes" ...Van Alstyne 
Overture. "Light Cavalry" .- 
«'"""> 


Medley, "Fads and Fancies" 
Morcedee. "The Busy Bee- 
Selection from the "Geezer" 


work was completed or about to be 


M SHIELDS—Is 
strongly 
oposed completed, he did not see the necessity 


to [he proposed change. 
Mr. Shield. |of adding the additional burden, 


last evening stated that he cannot see 
BARBER-When 
seen 


why Washoe county should be taxed j =DWA™ empnatic as the rest of 
an additional three or ^thousand jut. W^™**^ that nl8 ldea 
dollars a year because of work that Is tm> ju 
. 
Churchill 


being done In ^J^ln» ^^^ £ wUh Storey county or Into another 
his opinion one Judge Is all that wasn 
J 
,„ ROod condi. 


oe county requires and for this reason JJ""1"^n 
„ 
and would BOon be 


opposed to any bill saddling another ttor 
flnanclal£e 
stated that Washoe 
the taxpayers. 
If the better o* 
^ ^ 


duties of Judge Curler must be les 
alone and that he was not in favo 
nuiicB VL 
•«»•»••»• 
, 
sened. cut out Churchill county and of adding another Judge. 
ion to Us present W"* ™'~" . , . „ V district whose Judge Is 
view of getting at the bare_place it m _a ^_ 
__ 


DR. OSLER IS 
WOULD GIVE 


WOMAN VOTE 


Dtan Thurtoll Says Many Nice 


Things to Msmbers of tho 


Twontioth Contury Club 


Will the lady who "got up" the mu- 


sic for the Twentieth Century club 
yesterday please to »e7« J**,1" *" 
precisely the same way? Methlnks I 
hear a fervent "Amen" from all who 
were present, and they were »•?* 


Think of having Professor Krall at 


the piano! his maglo touch made the 
old rattletrap of a piano seem like a 
fine Instrument. 


Think of having Mrs. 
Qulnlanda 


clear, vibrant voice 
in 
exquisitely 


chosen songs, and sweet Mrs. Scroo- 
gam handling the violin in a way to 
atlr your soul! Yes. It was a day to be 
remembered, one of those that inflect 
the year's work. 
When we say, "The 


Century Club has such K00*/*'?- 
this will be one that will come to mind 


March. 


Stromberg 


'•Rally Round" 
Wheatley 


"America" 
-o- 


—RINGWORM. 


B. T. Lucas, 
Wlngo, 
Ky., 
writes 


April 26th. 1902: "Tor'ten to tweixe 
had been afflicted with a rnal- 


as proof. 


Mrs. 
Church, a club woman from 


Philadelphia, who spent the past sum- 
mer in Exposition club work made a 
short, stirring address, confratulat- 
Tng the Far West on having live clubs 


at 
length 


appointing 


inn »••- - — 
like the Century Club. 


Dean 
Thurtell 
spoke 


against the practice 
of 


friends to office. 
"To pay 'or elec- 


tioneering services 
with 
Po8llion8f. 


«al«l he "Is one sort of bribery. 
It 


differs from buying votes In that a 
man may use his own money to buy 
votes: the people's money Is Invaria- 
bly used to pay salaried officers. 


Continulnu h«> said: "Civil service 


examinations will eventually displace 
appointment of favorites for political 
service performed. 
Appointment by 


merit ha. come to stay. 
The govern- 


ment already spends 
$100.000.000 
a 


year on classified service. 


"Competitive examinations oertaln- 


ly .hut. out the 
poorest 
material, 


though the man with experience and 
rttnesB may not always come out with 


deprecate, 
the 


TKEIJ M 


Reno's Old-Young Men Think His 


Statement Emanates From 


s Diseased Brain 


Dr. William Osier, who was one of 


the late President McKinley's physi- 
cians, and who goes to become the 
head of the Oxford medical school, 
advocates the poisoning of all old men. 
In his farewell address at the annual 
exercises of John Hopkins University 
he declared that nothing In the world 
is accomplished by a man of more 
than forty. 
Among other things In 


his Washington birthday speech. Dr. 
Osier .aid: 
"My second fixed idea Is the useless- 


ness of men above 60 years of age 
and the Incalculable benefit it would 
be in commercial, political and pro- 
fessional life If. as a matter of course, 
men stopped work at this age. As It 
can be maintained that all the great 
advances have come from men under 
40, so history of the world shows that 
a very large proportion of the evils 
may be traced to the sexagenarians, 
nearly all the great mistakes, politi- 
cally and socially, all of the worst 
rf.ems. most of the bad pictures, a 
majority of the bad novels, a few bad 


rf 
_1 ,. «~..» 
a*^AAS*t*« 


Sheriff Ferrel Took the Doomed 


Man to the State Prison 


Yesterday Morning 


£2 SS"-SriSi«Tya «M «or 
S££ KJKJTS'iSS.Ii 
number of doctors. I wish to .tote, that 
one single application 
of 
BaHard J 
Snow Liniment cured me completely 
and permanently. Since then I have 
used the liniment on two separate oc- 
caalon. for ring worm and It CUP 
it completely. 25c, 50c and 
W - 0 ° » 
bottle. Sold by T. R. Cheatham. drug- 
gist. 
_0 


Pike A Jonee, Law Office 


Judge Jones ha. removed from Aus- 


tin to Reno and formed a partnership 
with W. H. A. Pike for the practice 
of law. They have opened office, in 
the Sunderland building on Virginia 
street, where all leatU work entrusted 
to their care will be attended to with 
accuracy 
and 
dispatch. 
Residence 


phone, Brown 264. Offlce phone, Red 
204. Notary Public In the office. J21tf 


AL Linderman wa* taken to Carson 


yesterday morning by Sheriff Ferrel 
and placed in the penitentiary to await 
the day of hi. execution. 


When he wa. taken out of the coun- 


ty Jail yesterday morning he assumed 
his usual manner of indifference, but 
once or twice appeared nervous. Lin- 
derman seemed anxious to go to Car- 
son and went willingly with the sheriff, 
although he was heavily manacled. 


He bid every one in the Jail good 


bye and partook of a hearty break- 
fast, after which he thanked the sher- 
iff and other officers. 


The date of his execution has been 


fixed for May 12th., but aa an appeal 
may be taken to the Supreme Court It 
Is more than likely that Linderman 
has many months to live yet. 


y 
M BeUo ft Co maRe the 


tamales |n town> nl Virginia Street. 


phQne Rgd 2|J4 
_ 


Munchener 
Lowenbrau 


draught at the Palace. 


beer 


majCTliy "». n»^ »»»-»• • 
, 
of the bad sermons and a Tew speech- , 
Free coures 


'about them. 


at Atkinson s. 


the highest marks." 


Profeaaor Thurtell 
. 


betrayal of public tru.t. the bttrtanvwd 
;^S5S & 


sha'mefuTrecords'of malfeasance In of- 


flCThe picture was well calculated to 
make tne strong-minded ladle. of the 
Sub who would like to vote glad in- 
deed that they do not hold any muni- 
cipal offices—suspicious are such un- 


he would like to see 


me iw"*- "»- 
He tnou*nt tney 


would be no better than the men^gen- 
erally, but there would be twice as 
many votes to buy, and office holding 
would become so very expen.lve that 
the wild scramble for office would 
cease, especially If civil service rules 
were to be rigidly applied to all sub 
offices. 


osK>ceptlons are taken to this state-, 
men* by many of Reno's young old, 
P.CMI and yesterday the doctor got it| 
frem everybody over forty years old 
wherever men congregate. 
I 


Among those who were calling the! 


duclorVdown the hardest was J. M. 
Crawley, Traffic Manager of the N-C- 
O 
Mr. Crawley is a student of the 


world's best literature and takes Is- 
sue with the doctor on every side of 
the question and cite, hundreds of ^In- 
stance. of the achievements of men 
at-ulnlng the ages of fifty, ***•"»: 
enty and even eighty who had under- 
taken. perfected 
and 
ffco™1f1±* 
many of the wonders of the world. He 
t.hink. it a wi.e thing that a man like 
Dr. Osier .hould go to England, as the 
United State. I. not big enough to 


O*?*?*?*^v**rsj~*r*^*>'^***^*r~*r- 
Sick Room 


Helps 


Little thing, that do much to 
make care jot the sick easier— 
and more effective. Cost trifling 
compared to benefit, 
received. 


Alchohol Stove., Disinfectant., 
Night Lamp., 
Thermometer., 


Bed Pan., 
Hot Water Bags, 


Cologne-Water 
Ice Bag., 


Rubber Sheeting. Medicine Glass 
Feeding Cup., Fountain Syringe. 


CHEATMAM 


DRUQOI8T 


135 Virginia 8t. 
Reno, Nevada 


•^•MM^^^^^^B^Mp^MB^^EaEaEflM^EflBBEaVEalEaHEfl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^Efl^E^ElBa^BBBBaBaBBBM^l^^H 
Big Remodelling Sale 


\& o**»»^" 
•»* 
~ 
hold anyone with such ideas a. 
doctor has. 


the 


In the Expre.. Bueinew 


Watch for the new advertisement of 
. . _ 
*— 
Company 
Mr. Gen- 
the Commercial 
Transfer 


during the next few day.. 
try, the proprietor, now meet, pawen- 
gera on all train, on hoth Bide, of 
Reno and give. hi. personal attention 
to handling baggage. 
Hi. atand I. on 


the corner of Center street and Com- 
mercial Row. 


Here Prom Wad.worth 


Mrs. O. I. Parker and wife are in the 


city for a fe>* day. visiting their 
many friends. 


uCvfl 
I ***** 
Dean Thurtell la a prime favorite at given. 


the club.' 
Hi. addrewe. are always 


full of 
meat, and mo.t 
pleasingly 


Bar Coats, regular $1.50 
Selling price $1.1-5 


Cook's Coats regular $1-00, Selling price 
.85 


Waiter's Coats, Black, Regular $1.25 


., 
Selling price 1.05 


Waiter's Coats, Black, Regular $1.25 


Selling price 
.85 


Waiter's Coats,.B1ack, Regular jp 


Selling price 
.65 


Bar Aprons, Regular 50, Sale Price...... 
.20 


Cooks Aprons, Regular 250, Sale Price 
.20 


Waters Aprons, Regular 250, Sale Price 
.20 


Waiters French Aprons, Regular 400, 


Sale Price 
.30 
••••• 


12 Commercial Row 


CLOT! 


About 
That 
Shoes 


We shall continue our Clean-up Sale during 
February, and there will be splendid bargains 
for all. Our Spring and Summer Shoes are 
arriving already, and we must make room for 
them. See our windows and bargain tables 
inside. 
We have the sole agency for the W. L,. 


Douglas Shoes. All these shoes—the finest 
grades—are stamped $3.50 and sold J every 
where at that price. 


Cleator-Dexter Co. 


WWWWW W »•••——•—— —• — 
February Clearance Sale 


All Winter Goods at|less than 
cost 


* Our Bargains are selling rapidly. 


Not a day passes but what some 
lines are closed out. 


Mott's Bazaar. 


123 Virginia Street Fhone, Own 171 


John Wieland's Extra Pale Lager Beer 


Strictly Union Laboj- Mode 


Anheuser-Busch 8t Loui» Beer Bottl ed. Frederlcksburg. San Jose. Agent 


for State of Nevada for Shasta Mineral Water. 


O. Q. IBNtCHUBTZ, Who I*»«U D««Ur, R«no, Nevada. 


TELEPHONE MAIN 651 


Sierra Lager 


N 


BCTAR for the gods was never sip- 


ped with such gusto •§ the epicure 


feel* when a glftM of oar dehdots*, 
sparkling and highly Invigorating beei 
tickles past his fastidious palate. When 
run down in health, or when yon have 
that "all gone" feeling, try a bottle of 
onr beer. You will think it is the Ion* 
sought for fountain of youth and re- 
newed vigor. 


Reno Brewing Co. 


THE NEW OVERLAND HOTEL 


CHARLES J. SAPLEIR. Proprietor 


ThU hotel is .team bea*«d and 
Shted throughout. The •"•te 
dining room and grtirIn the city. 
served American and European, 
Sn«t ba> to the State to connection 
nneei o»r u» *»»• •»•— — — — 


Corner Commercial Row and Center Sts. 


; ; Telephone Main 431... 


Frank Campbell 


just received a large) ^—^- 
ment of new canned Fnma 
and Vegetable.. 
Biabop'. 


Virginia and Fourth 


The Reno Mill 
aid 
Conptoy 


EAST FOURTH ST. 


Lumber and Bdldteg Materials 


All Classes of Ftae Mill Work 


RING, NEVADA 


^a^^k^^^ai^p^p^.^a^^r^r^ w » • » ^ ^ ^ 
• 


•All Brandies of Art Including China Patotteff 


Will be Taufftt *t 


IttlSS HAYDON'S ART STUDIO 


For P«f tleutor. C*ll »t 404 'JUU SlmU 


A* 
•*._.,* 49 


IN FW SPA PERI 
IN FW SPA PERI 
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I LET US HELP 
i YOU.... 


Prepare your New Tear's 


I 
Dinner. We ha»e turkey* 
home-made mine* meet. 
cranberries, and every- 


! 
thing* that goes to make 


• 
up a first class dinner. 


i 
Milo C. BcMUIas 


I 
GROCERIES j 


* 
Commercial Row and 81* 


t 
err* St. Phone Green 214. 


|« • • • • « » • > • • • • > • • • » • • • • • • 


NOVACOVICB 
G R O C E R 


There's satisfaction In know 
Inclthai when you bay croow 
les you srs bnylnc pare grocer- 
ies. 


COMMERCIAL ROW 


RENO — NEVADA 


SPARKS DEPARTMENT 


•»»• 
*•• * » 
• »• * 
• « • 


-JU8T- 


One Moment Please! 


We are long on Beans. As we do not 


\vlsh to carry these over, we are going 
to make the price to make them sell. 
Kor a limited time we offer you: 
Small White or Bayo Beans, recleaned 


and new stock, 6 IDS. for 25 cents 
or 
25 Ibs. for f 1.00 


Also an elegant whole grain Japan rice 


at 
5c per pound 


Give Us a Trial on Meats 


Silver Thread Bauer Kraut and 


Home Made Dill Pickles 


Foxworthy & Co. 


Third and West Sts. Phone Green. 421 


Reno Hardware 


® Electric Co. 


21 West Second Street. 


(O'Connor Block) 


House Wiring, Repair- 


ing, Supplies 


Retailers 
of 
the 


SAWYER MAN 


Celebrated 
LAMPS. 


le •••••••• 


DIXON BROS. 


Reno's Leading 
Butchers 


We handle nothinc but the best. 
At the present our specialty U 
BprtncUmb. At all times w« 
oukkeUftPoint to carry fresh 
ranch ens and young, tender 
chicken*. Orders by telephone 
promptly delivered. 


COMMERCIAL ROW 
& SIERRA STREET 
RENO NEVADA 


-H- 


WILL BUY, 
SELL OR 
TRADE HORSES 


In addition to my Ldvery 
Stable and Stock Yards I 
have opened regular Hone 
Trading and Sale Stable*. 
Will hold auctions and sell 
on commission. If you have 
horses for sale or trade 
\ bring them in. If you are 


looking for hones, single, 
double, or by the carload 


H. WEST, 1gr. Trading Stables. 


• • 


GATES NATION 
STORE... 


SMOKKRS SUPPLIES 
•CHOd' BOCKS 
CARD ROOMS 
STATIONARY 
s>e«IOOI 


CALS 


NKWS STAND 


Sparks, tartfe 


To the Unfortunate. 


This old mllsble and |b< 
moil suecgrful Special- 
El In 8*u rrftodaco, Bill 
continues t~ 
-•• 
- 
-and;o cor* all 
(•••Isml 
SDCtl 
M 
«!••« 
. 
. 
•Url««*r*. *)y»btl 
In allNta forms. Bill 


Hazen-Fallon 
Stage Line 


BAILEY A COLTRIN, Prop*. 


Meet* No. 6 at Hasen. Two and 
ode-half hour* to Fallon. Good 
Comfortable eoache*, good stock 
and daily trip*. Sunday* Includ- 
ed. Faro $1.60. 


T.J.Jones® Son 


Cornet Harrlmao AT*, and JMSMTO HI 


SPARKS, NEVADA 


BILL INTRODUCED 


Assemblyman Jones 
Introduced the 


Bill Which Will Determine City 


Government 


Assemblyman Jones Introduced the 


Incorporation bill In the Assembly yes- 
terday forenoon. 
It was immediately 


referred to the Washoe county delega- 
tion who will take action on It and 
send it back to the Assembly at once. 
A vote will then be taken on It in the 
Assembly. 


Should the bill pass the Assembly, 


and indications seem to Indicate that 
it will. It will be taken to the Senate. 
In the Senate it will go through the 
same procedure as in the 'Assembly. If 
the bill is given prompt attention it 
will probably come up for a final vote 
Monday or Tuesday, although It may 
be a later date before Us fate Is de- 
cided. 
OIIPTIST mm 
SOCIAL 


WIISII (MUD SUCCESS 


The concert given by the ladles of ( 
the Baptist church last night was a, 
success in every way. 
The musical j 


program given by Madame Rosseau's | 
mandolin club was very well render- 
ed and was a treat for music lovers. 
The other numbers were also of a 
high order. 


At the close of the program refresh- 


ments were served by the ladies. 
The 


concert netted the ladles considerable 
money which will be used toward fur- j 
nlshlng the church. 
' 
• 
.. , 
o 


Good Time Social 


The "Good Time" Social club will 


give a grand ball Saturday evening. 
February 
26th. The following prises 


will be awarded. First prize waltzer. 
a silk umbrella; second prize, $5 cash; 
third prize, a kodak. The club has 
secured the services of M. A. Downey 
as instructor. 
The ball will be held 


in Roblson's hall at Sparks. Music by 
Merrill. 
f24t2 


o 


The celebrated Bernheim whiskey 1* 


sold at the Oberon, J. A. Snyder pro- 
prietor. 
*-. 


OF INTEREST 


GENERAL STORE 


WILL BE BUILT 


Goings and Comings, Doings and Say- 
< Weinstock Lubln Compsny x>f Sao 


ings of Sparks People and 


Their Visitors 


J. N. Evans of Reno was In Sparks 


yesterday on business. 


Mr. and Mrs. Mclnch of Tonopah are 


visiting friends In -Sparks. 


Joe Bailey and mother of Sparks arc 


visiting their friends in Reno. 


Jack* Davis, the Reno liquor dealer. 


hod business In Sparks yesterday. 


Attorney Packard of Reno was 


Spnrks yesterday on legal business. 


George H. Taylor, of the Washoe 


County Bank, made a business trip to 
Sparks yesterday. 


Deputy Sheriff Maxwell of Reno win 


in Sparks yesterday attending to the 
duties of his office. 


Mrs. Lemuel Allen, wife of the Ueu- 


tennnt Governor, arrived from Church- 
Ill county today on n visit to friends. 


In 


CULLED 


BED OF HER SISTER 


ramento Will Erect Large Build* 


ing Next Month 


In a short time the Weinstock & 


Lubln Company, one of the 
largest 


business houses on the coast, will erect 
a branch house at Sharks. 
Three lots 


on Harrlman street have been pur- 
chased for this purpose and the com- 
ing month will mark the beginning of 
the project. 
It is somethilng which 


means a great deal for the people of 
Spanks, as It would enable them to do 
all of their trading at home and at a 
very low price. 
The lots were pur- 


chased by the company's agent from 
George Roblson Jr. 


In speaking of the affair yesterday 


Mr. Roblson said: 


"The lots were purchased about the 


first of this week. 
They are three In 


number, each having a frontage of 75 
feet. The building will be started next 
month. 
It will be of brick and will be 


three stories In height. 


1 
"The agent Informed me that It was 


the company's intention to put In a 
full stock of. general merchandise ami 
supplies, which will be 'furnished to 
the public at the lowest possible rate. 
A large number of clerks will be em- 
ployed. 
There will be a ware house 


j In connection with, the store. 
This 


j will also give employment to several 


! men. 


• —•••J*0**'— 
I ^BV^P^Bf *DO *.jcw•»•**»%'•••»• »««-•*>• 
•otatlf abu«e and «xc*i»*t 
| -w!ucln» the following •ymptomit sallow coun. 
• nance, dark spot* under tbe ayes, pain in the 
»on<i, ringing- In tb* •arm, teas ot conndence.dlfn- 
fence In HpprnMhlnc atraoctn. palpitation of tbe 
' «m t. weakness of UtellmliaaJHlDacfc.loaaormrcn* 
<ry.i>impli>*)on the lac*, concha, consumption, etc. 
•fr. l.lttttota hna practiced in San Franctaco 40 


I iiio-»« irj0ut>lr>4 should not fall to consult 
rocoire the benefit of bt» great aklll and 


. _. 
-«•. TtiedoctnrcnraswtafnotherafalL. Try 
>ltn. r*tre« ert-mri*.•«••«. Pernoua cure* at 
•jniiiP.C'bar*^rpM>ionabl».Caller writ*. Pr.J. r 


I*BITATK DIS3KAD 
» 
— •• 


Mrs. 
Walter Jones received the sad 


news yesterday of the death of her sis- 
ter, Mrs. C. H. Badge, at La Junta. 
Colorado. 
Mrs. Badge had been nf- 


lllcted for some time and all the efforts | ,.It ,g my optn|On tnat the company 
of the physicians to cure her were un- ; means business as they seem to be 
availing. 
• 
I KO\nK at the thing in earnest. I be- 


Mrs. 
Jones left last night on No. 4!., 
., . *... 4U» * 


for La Junta to attend the funeral. 
The interment will take place upon 
her arrival at that place. 


PfllCTICIH TEST 


SETTLES DISPUTE 


Experiment Mad* at Southern Pacific 


Yesterday to Decide the Action 


of Steam and Air 


A very Interesting experiment was 


made yesterday In the Southern Pa- 
cific yards. 
It was the result of an 


argument between Assistant Superin- 


and 
Traveling 


that an engine 


tendent Shaughnessy 
Engineer W. J. Toy. 


Mr. Toy. contended 
_ 


and train would not run as far 1C the 
emergency brake was put on and the 
steam left on the engine as it would if 
the brake should be put on and the 
steam shut off. Mr. Shaughnesiy 
claimed that the train would run far- 
ther If the brake and steam were both 
on. 
, 


To settle the dispute It was decide*! 


to make a practical test of the case. 


Engine 1101 In charge of Engineer 


Emery was loaded with four gondolas. 
each having a capacity of 100 tons, fill- 
ed with coal. 
The train was then 


sent at about twenty miles per hour 
on a level stretch of track. First the 
emergency brake was put on, steam 
shut on*. 
The engine and cars ran 


about 1!00 feet after the air was ap- 
plied. 


Then the steam and air were both 


left on. 
The train continued its flight 


for a distance of about 300 feet, thus 
deciding the case in favor 
of 
Mr. 


Shaughnessy. 


i lleve that by the time summer trade 
begins the store will be an established 
fact." 


THE PUCE TO GO 


When In need of *oft, pur* '' 
beverage* call on or phon. 
PIONEER SODA WORKS 
We guarantee our good* 
are mad* with par* can. 
•ugar, high grade extract* 
and spring water. 


SMITH eV BRIAN, 


P. O. Box 262.Fhone Black 


384, Reno Nevada 


Washoe Coil and Wood Yard 


KAYE A DULL, Proprietors 


All kinds of Wood and Coal, whole- 


sale and retail . 


Cor. Oth and Peavlne 
Phone Blk. 391 


A. W. D 


Ayers' Wonderful Discovery 


A Sure Cure for All Kidney and Stomach Troubles. The Only Cure|for Piles. 


A Purely Herb Remedy. Contains Neither Alcohol nor Drugs 


for Sale by All Druggists; Also A. Nelson, or Address 
Reno Medical Company 


P. C. McDIARMID. Manager 
P. O. Box 107. Reno. Nevada 


Colonist Rstes. 


Tell your friends the colonist rates 


are going Into effect March 1st. 1905. 
to expire May 1st. 1905. The rate from 
Chicago. 111., will be $33: Peoria. 111.. 
$31; St. Louis. Mo., and New Orleans. 
La.. $30: Council Bluffs. Iowa, Sioux 
City, Iowa. Omaha,-Neb.. Kansas City, 
Mo., Mlneola, Tex., and Houston, Tex., 
$26.'Rates apply to main points in 
Nevada and California. For further 
information apply to Southern Pacific 
Company Agents or toA. H. RISING, 
dltf 
D. F. and P. A.. 8. P. Co., Reno. 


Railroad Gat* on Grant Street 


It ha* been reported that the en- 


trance gate to the railroad yards-will 
be situated on Grapt street, at the ter- 
mlnu» of the street car line. 
The re- 


port could not be confirmed yesterday. 
Should the entrance be placed there It 
will be a great benefit to the business 
houses in that section ol town, as it 
will be the cause of bringing a large 
number of people to that locality dally. 
. 
o 


Diseased kidney* and rheumatism 


go together. Ayers' Wonderful Dis- 
covery will cure your kidney trouble—- 
the rheumatic 
ailment 
will vanish. 


In the Justice Court 


Several 
objectionable 
characters 


were arrested by the peace 
officers 


yesterday and held to answer In the 
Justice Court. 
Joe White and Harry 


Fitzgerald 
were 
found 
wandering 


about the streets at n late hour. They 
pleaded guilty to the vagrancy charge 
and were given the six-hour limit. 
o 


Try BernhMm whlskpv nt the Ob- 


eron. J. A. Snyder proprietor. 
• 


Recovering Slowly 


Major H. W. Fat ton. who has been 


on the sick list for the past few days 
Is reroverlnc v«-ry slowly. 
HP has 


been quite nli-k. twlntr threatened with 
pneumonia. 
He experts to be able to 


resume his duties in a few days. 


MELIGH SECURES 


JUDGMENT ASKED 


The case of P. Mlllch, who brought 


suit against F. Vlgilottl for an account- 
Ing of $299.50, which came up in Judge 
Nash's court Thursday was 


Six barrels of Bernhelm Kentucky 


whiskey always on hand at the Ober- 
on. J. A. Snyder. proprietor. 
• 


• o 
— 


Journal ads bring results. 


BRIGHT SPOT IN THE 


LIFE OF AN ACTOR 


That actor-folk sometimes get in and 


enjoy themselves in a real off the stage 
manner was evidenced at McKlsslck's 
opera house Thursday evening at the 


finished conclusion of the performance. The 


yesterday, the Jury rendering a verdict members of the Georgia Harper Corn- 
in favor of the plaintiff, after a few, pany 
planned a pleasant 
surprise 


without leav- 
minutes of deliberation. 
Ing the room. 
The suit was brought on a state-, 


ment of account involving the amount 
stated for the use of a number of 
horses for several years. 
Pike & 


Jones appeared for the plaintiff and 
Hummell & Hartson for the defend- 
ant.The Jury wa* compoj»ed ofl Dan 
Shaw. J. F. Brannan. C. H. Magoon, 
George Dunn. Neil West. Pearl Up- 
son, Jack Shields, Hy. West. A. D. 
Gould. Bert Cunningham. Phil Jacobs, 
and C. EJ. Dunn. 


PROVIDE A BIG TENT 


FUR THE STRANGERS 


party for one of the Howards, a popu- 
lar member of the troupe. 
Mr. How- 


ard, together with Manager Piper of 
the opera house were made guests of 
honor. 


The party started about 11:80 o'clock 


and continued until early In the morn- 
ing. 
An Impromptu program, con* 


slsting of only those thing* that actor* 
can weave Into fun, wa* rendered and 
last but not least refreshments were 
served. 
These little event* come *el- 


dom in the life of the average actor, 
and for that reason are the more ap- 
preciated. 


KNIGHTS OF PYTHIAS 


BANQUET AT VERDI 


Enlightenment 2£i Progression 


Is shown in Every Pattern and Design of our Wall Paper 
Stock. Our purchases are made from factories that are 
known for the high grade of papers they produce. It is our 
desire to give you papers that will be a pleasure to you for 
the beauty and richness they display and at moderate cost 


Porteous Decorative Company 


ias VIIGINIA nun. urn 


K MATTER OF HEALTH 


POWDER 
Absolutely Pare 


Just received—A lor*e. new stock 


of sundries and bicycles. Call at once 
and see them before going elsewhere. 
Have your bike fixed up for spring or, 
trade it In for a new one. Come in and 
see the freak bicycle. It will please you. 


CARTCP & DUM 


Grand Theater Building. Virginia Si 


W. Wright of the Gray. Reid. Wright 


Company, yesterday 
expressed 
his 


views as to the best manner of car- 
Ing for the big crowd of visitors ex- 
pected within the next few weeks. Mr. 
Wright favors the erection of a big 
tent, furnish It with cots and after the 
hotels are filled send the overflow 
this central place. 


•T believe In charging the visitors 


for everything they get." 
said 
Mr. 


Wright, in speaking 
of the 
matter. 


"However, let us not charge them 


any more than we do our own people. 
Provide every accommodation and en- 
tertainment for them and show them 
every courtesy. 
They will think mor«j 


of us for allowing them to pay their 
own bills and will grow to like us If 
we treat them as we would like to be 
treated. 
Above all else do not raise 


prices. 
o 


Another Grocery Bargain 


Think of it. a big box of Southern 


California navel oranges for $1.60 de- 
livered right at your door in Reno. 
That's one of the big specials adver- 
tised by the J. R. Bradley Company in 
a big advertisement 
this 
morning. 


Many other bargains are also announc- 
ed. 
This flrm Is doing strange things 


in the grocery line. 
The result Is 


their store is now continually crowded 
with buyers. 
The groceries handled 


are the best that money can buy; the 
mystery Is how do they manage to 
•ell good* at such a narrow margin. 
Indications are that the method Is a 
trade winner. 


Manhsim Will Become • Bachelor 
Adolph Manhelm. the 
well known 


candy manufacturer, left lost evening 
for San Francisco on a visit to his 
sister. Mrs. Ell Blum. 
Mr. Manhelm 


has not been in good health for the 
past few days and goes in the hope 
of finding relief. 
Before entering his 


car at the depot last evening Adolph 
stated that he wished It distinctly un- 
derstood that his present trip Is In no 
manner connected with a matrimonial 
venture: in fact, to use his own words 
"I have decided to grow np and be- 
come a bachelor." 


Help wanted. Inquire at Troy laun 


dry. 
tf 


A large number of the members^of 


Milo IxHlRf. KnlKhtH of Pythias, at- 
tended the big banquet and ball at 
Verdi last night given by the lodge «t 
that place. 


There "was also an Installation of offi- 


cers for the ensuing year and the Ver- 


to!«H people left nothing undone to mako 


It the big affair of the season. Those 
who were fortunate enough to attend 
from this i-lty fpeak of the affair In 
the highest terms and came back full 
of enthusiasm for the Verdi lodge. 


The banquet table was loaded down 


with good things anil dancing was In- 
dulged In to a late hour. 


Annual Meeting 


The annual meeting of the 
stock- 


holders of the Reno Mill & Lumber 
Company will be held at the office of 
the company on Saturday, March 11. 
190. 
r>. at 2 o'clock p. m. for the purpose 


of electing a board of trustees to act 
for the ensuing year and for the trans- 
action of such other business as may 
properly come be'fore the meeting, 
f23I'd 
C. GULLING. Beefy. 


Notice 


Stockholders in the Orr Water Ditch 


Company are hereby notified that the 
stock In the new Incorporation Is now 
ready for delivery upon the surrender 
of the old stock properly indorsed. Call 
at Washoe County Bank. 
f23w2 
C. GULXJNO, Beefy. 


Mrs. 
J. J. Quinn Entertain* 


Mm. J. J- Qulnn entertained the 


"500" 
club Wednesday afternoon at 


her apartments in the Qulnn building 
on Virginia street. 
The first prise, 


a beautiful crystal bon bon dish wa* 
won by Mrs. Grob. 
The consolation 


prize wo* awarded to Mr*. Petrel. 
o 


New Library Trust*. Named 


George H. Taylor of the 
Washo* 


County Bank, has been named a* the 
trustee to succeed 
Judge 
Norcross. 


The appointment of Mr. Taylor cam* 
as a surprise, as It was thought by 
everyone that Judge Massey would be 
selected. The' appointment was made 
by the State Board of Education. 


o > 
Help wanted. Inquire at Troy laun- 


dry, 
tf 
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CARTER BEATS 
THE PPION 


Reno Boy Lowers the Colors of 


World's Fastest Rider in a 


Roller Race at Grand 


PIM FIRST 


GAME TODAY 


Universiiy of Nevada to Cross 


Bats With Overlands on 


the College Field 


UNIVERSITY TEAM WINS 


In a spirited and Interesting contest 


In the University gymnasium yester- 
day afternoon, although the game was 
rather one-sided, the spectators were 
kept In a high state of excitement from 
start to finish. 


As was expected the college girls 


had little trouble. In vanquishing their 
younger and less experienced oppon- 
ents, the final score standing 20 to 4 
In favor of the co-eds. 


Of the 'Varsity girls Captain Cooke. 


Miss Mitchell and Miss Folsom are de- 


servlng of special mention. 
Of the 


High School lassies Miss Folsom and 
Miss Stoddard did good work. 


The teams lined up as follows: 
University—Cooke. Hand. Souche- 


reau, goals; Mitchell, center; Souche- 
reau, Folsom. side centers; 
Brannln. 


Hunewell, Peck, guards. 


High 
School- Stoddard. 
Roblson, 


Fulton, goals; Highly, center; Folsom, 


i Thompson, side centers; Nadon. Roses. 


, Rosenthay. guards.. 


Umpire. Francis Klrby. 


NEW CRAVENETTE COATS 


FOR 


Reno riders proved their claim to 


ride with 
world champions at 
tho 


Grand theatre last evening. ' In the 
presence of the biggest crowd of the 
week "Nick" Carter, the crack mem- 
ber of the Reno Wheelmen defeated 
Swartz. the world's champion by one- 
quarter of a lap In the three mile roller 
race. 
The distance was made In four 


minutes and eight seconds. 
It was an 


exciting event and throughout every- 
one In the audience was wild with ex- 
citement. 
Afterward 
the 
referee 


claimed a mistake had been made and 
that Swartz defeated Carter, but the 
little dummies on the dial track dis- 
prove this. 
Boyd defeated McKenxle by a lap. 


but this would have been different 
were It not for the fact that the belt 
slipped once or twice causing the riders 
to atop. 
The result was so close last even- 


Ing that another match has been ar- 
ranged between the two teams for to- 
morrow night. 
Both Carter and Mc- 


Kenzle 
are 
confident 
of 
winning, 


though they have only had one race on 
rollers. 
Knox and Updike will ride against 


the champions tonight and a big at- 
tendance Is expected, for 
they 
are 


among the fastest riders Reno has yet 
produced. 


Fine Native Beef 


A number of cattle are being ship- 


ped to Reno from Amedee and Madeline 
at the present time which are largely 
used In the Reno market. 
These rat- 


tle nt present are In the best of shape 
nn«l make prime beef. 


Call at Fowler-a and eee eomethtai 


»!e*ant In sewing machines. 
tf 


The opening ball game of the season 


will take place this afternoon at 3 
o'clock on the University diamond. The 
local fans will all be there and the 
game will be a closely contested one 
from start to finish. 


The season Is opening rather early 


but these fine days will give a chance 
for everyone to Indulge In the great 
national sport. 
The game will be 


called promptly at 3 p. m. 


The Overland team and the college 


nine will contest for the honors of the 
day. 
Both teams are composed of 


good material and a close and exciting 
contest may be expected. 
Admission 


26 cents. • 
The line-up of the teams will be as 


follows: 
University— J. Hart, c.; Westall. P.: 


Knox. 1st: Spencer, 2d: Sawyer. 3d: 
Bonnlfleld. «.: o. Hart. 1. f.: Freeman. 
c. f.: Boyle, r. f. 
Overlands — Fraser, c.: 
M mills, p.; 


.Browning. 1st; Moore, 2d: Thompson. 
'3d: Cameron, s.: Everett. 1. f.: Rutt- 
ledge. c. f.; Frlsell. r. f. 


Fine Telephone Service 


The new telephone service Is work- 


Ing to perfection. 
As n result every 


one of the company's many subscrib- 
ers In Reno Is pleased. 
Reno Is now 


enjoying the best telephone service on 
the Pncinc Coast, thanks to the unttr- 


efforts of Manager Brownlee. 


^ 
East Reno Heights! 
=3«3£r:-£SS£3S3 
Street lots $125. The City Water Company will pipe water on Fourth 
Street through the Heights. 


...RIVERSIDE HEIGHTS... 


.iohtly location for homes on the South Side. Adjolne the 


iima' Home Place. Sewer, Water and Graded Streets. Splendid 
.nd Mountain View. Only High class Improvements Permitted. 


Prieee $600 to $900. Terms. 


Miscellaneous Special Offers 


Spring' of 19O5 


i We have just received by express a large, 


variety of 


Cravenette Rain 


In all the latest styles and materials. One of the 
most popular end useful garments for spring wear. 
Come in and try them on. We will be pleased to 
show them. They are priced at each, 


$12.5O 
$25.OO 


Returned to Carson 


Miss Nellie Burlington returned to 


her home at Carson yesterday after a 
pleasant visit with her friends. Miss 
(Trace Frandsen. 


If you need a blood cleanser why not 


try Ayers* Wonderful Discovery? It 
has cured others. Why not you? tfjl<> 


$22,000—50 feet on Virginia Street 


between First and Second, the 
best buy In business property »n 
the cfty. 
$12,000—Splendid 12 room residence 


on the South Side overlooking the 
River. 


$10,000—12 room residence South 


Side, 
lot 
166x250, 
handsome 


grounds, modern appurtenances. 


$3,000—New 7 room two story mod- 


ern house. Corner lot. South Side 
One block from Virginia street 


100x140, on West 
street between 


First and Second. 


$5,000—200x210, 
three 
dwelling 


houses, all rented, Fifth street. 


$3,800—8 room modern house, south 


side, stable, etc., lot 50x140. 


$2,500—2 houses, lot 150x210, Fifth 


street. 


$2,500—2 lots 90x150 
finest 
resi- 


dence site In the city. 


$2,250—2 lots 100x140, three street 


frontages, 2 minutes walk from 
business center. 


$1,800—2 lots 
93.4x120 
southeast 


corner Hill and Liberty streets. A 
choice building site on the South 
Side. 


SEE OUR WINDOW DISPLAY 


..H. FRALXY.. 


The Only Exclusive CloaK and Suit House in Reno 


204 YirglaU Street. Telephone, ••« 193 


LOTS IN WELLS'ADDITION AND NEW 8OUTH8IDB ADDI- 


TION, *100 AND UP? TERMS EASY 


F. J. PecK 


^^.—. M 
A a*__,__^ •*«AA* 
9 
12 East Second Street 
Phone Greon 491 


•™^™™™«^^™ 
25 Per-Cent 


Morning', Noon and NigHt! 


The .ame o,d ««. -Wtot .h.U we ir We are «*!« a .tudy ,t .upp.y.n, the PeoP,e »,.h -good «*». .o ear and c.n .upp.y 
your every want, and you will not be disappointed If you trust u. with your order. 


Friday and Saturday. February 24tK and ZfltH and for tHose days only 


TEA AND COFFEE 


25o 


15e 


1 Ib package Japan Tea for 


Regular 60c 


H Ib package Best Japan Tea 


Regular 26 


1 Ib Mocha and Java Coffee for 
26o 


Regular 30c 


1 Ib package Qrano, health coffee. for....15o 


Regular 25 


% Ib package Orano, health coCfee, for...10o 


Regular 15c 


FRUITS AND VEGETABLES 


1 bunch Fancy California Celery for 
10o 


Regular 16c 


1 head Fancy California Cauliflower for..10o 


Regular 16c 


New California Cabbage per Ib 
2o 


Reguar 2%c 


1 doz Large Naval Oranges 
15o 


Regular 25c 


1 doz Fancy Bananas 
35c 


Regular 60c 


1 dor. Fancy Lemons 
20c 


Regular 30c 


FOR SPOT CASH WE OFFER: 


SOAP AND WASHING POWDERS 


1 3-lb package Gold Dust for 
20o 


Regular 25c 


1 package Pearline for 
10o 
Regular 15c 


& bars Borax Naptha Soap for 
i 
B5o 


Regular lOc per bar 


6 bars Santa Glaus Soap 
26e 


Regular 6c per bar 


1 3-lb bar Imported Castile Soap 
35o 


Regular 50c 


1 box fancy toilet soap, 3 bars, for 
15o 


Regular 25c 


HAMS, BACON AND LARD 


1 r,-lb pnll Silver Leaf Lard 
60c 


Regular 75c 


I 10-lb pall Silver Leaf Lard for 
$1.15 


Regular $1.50 


Best California Picnic Hams for 
10c 


Regular 12% 


Host Kastern Hams per Ib 
13'/2e 


Regular 15c 


Rest Eastern Bacon for 


Regular 15c 


$1.50 


PICKLES, OLIVES AND RELISHES 


1 Qt Saur Kraut for 
10c 


Regular 15c 


I Qt Sour Pickles for 
10° 


Regular 20c 


1 Qt S\ve*>t Pickles for 
25° 


Regular 35c 


1 Pt Ripe Olives for 
20° 


Regular 25c 


1 Pt Spanish Queen Olives for 
15o 


Regular 25c 


1 Qt Dill Pickles for 
15c 


Regular 20c 


1 Pt Chow chow for 
15s 


Regular 25c 


1 Pt Bottle Tomato Catsup for 
20o 


Regular 30c 


1 Pt Bot Chill Sauce for 
« 
20o 


Regular 36c 


1 Pt Bot Olive Relish for 
15c 


Regular 30c 


1 Pt Bot Pearled Onions for 
15c 


Regular 25c 


1 Pt Bot Onion Chow for 
20c 


Regular 25c 


1 Pt Bot Prepared Mustard for 
15c 


Regular 25c 


1 Pt Bot Olive OH for . J 
20c 


Regular 40c 


1 
case Fancy 
Southern Naval 


Oranges (Regular $2.25) for.. 


All sizes—96's. 112's. 126's and ISO's. These 


oranges are fur superior to the northern 
fruit that we offered last week, being thin- 
ner Hkln and more excellent flavor. We 
will have but one hunderd and fifty cases 
of thla fruit and would suggest that you 
order early to avoid chance of disappoint- 
ment. 


1 20-Ib 
Box Assorted Cookies 


(Regular 
$2.00) for 


1 3-lb Carton Soda Crackers (Reg- QAft 


ular 30c) for 
fcUU 


As the supply of these goods Is practically 


exhausted we would advise buying early. 


$1,00 


FARENACEOU8 GOODS AND STAPLES 
4 packages Best Corn Starch for 
25o 


Regular lOc per package 


3 packages Best Gloss Starch'for 
25o 


Regular lOc per package 


1 Ib Sago 
*° 
Regular lOc 


1 Ib Pearl Tapioca 
• 
*° 


, 
Regular lOc 


15 Ibs Dry Granulated Sugar for 
$1-00 


Regular 13 Ibs 


20 Ibs Best Japan Rice for 
$1.08 


Regular 12 Ibs 


24 Ibs Bayo Beans for 
$1.00 


Regular 20 Ibs 


24 Ibs large white beans for 
$1*00 


Regular 20 Ibs 


25 Ibs rolled oats for 
I1-00 


Regular 20 Ibs 


1 3-lb package breakfast mush for 
10o 


Regular 15c 


1 5-lb package breakfast mush (prize- In 


every package) for!* 
25c 


Regular 35c 


1 good broom for 
2°° 


Regular 30c 


1 Ib package seeded raisins 
10« 


Regular 15c 


1 Ib package currants 
10° 


Regular IGc 


1 Ib citron 
20° 
Regular 25c 


• OFF OH ALL OUR ——— 


Clothing, Gents Furnishings, 


Hats and Shoes 


This is what our ads told you last week, and when we sent it to the 
printer we had no Idea that It would start our big stock jnovin* to- 
ward the door like It has. February Is really a dull month, we dont 
expect to do as much business OB we do during tho bu.y .eawn, but 
our big redaction (goods considered) has created such a flurry for u* 
that at times our co«y little .tore looks as busy ae though It .were 
Christmas Eve and we were the only furnishing good, .tore In Reno* 
Bargains LiKe These 
Don't Last Long 


If they did we would not make much money-the marsln !• too small 
"fact I. there t. no profit In It for ue-W. .Ire It all to yu. O«r 
room I- limited, however, and we muet eell out one Invoice to make 
ro^n for another, eo come In and ft* up while It la.t.. our to.. I. 
your gain, and we're glad to give it to you. 
J. MARYMONT CO. 


WorKintfmen's Friend Store, 211 Center St 


Crown Flour 


Made by the Stockton Milling Co., at Stock- 
ton. California. We have the agency for this 
celebrated brand of California flour, the first 
carload having Just arrived. In thla lot we 
have Included several hundered sample sacks, 
one of which we will Include with every 
order on Friday and Satui3ay—If the sample 
suits, order a sack. We know it will please 


you, 
as It costs no more thar. other brands, 


while the quality Is In ever/ way superior. 


Mail and Telephone 


Solicited 


CANNED GOODS 


1 can Fancy Tomatoes 
10« 


Regular 15c 


1 can Fancy Corn for 
10c 


Regular 15c 


1 can Fancy Peas for 
1°° 


Regular 16c 


S cans Pork and Beans for 
25° 


Regular 15c per can 


1 can French Mushrooms for 
20c 


Regular 30c 


1 can French Peas 
> 
20° 
Regular 30c 


1 can Fancy Asparagus for 
30c 


Regular S6c 


1 can Fancy Baltimore Oysters for 
10o 


Regular 16c 


1 can Fancy Deviled Ham for 
5o 


Regular lOc 


1 can Fancy Clams for 
W° 


Regular 15c 


1 can Fancy Salmon for 
1°8 


Regular 16c 


1 can Fancy Crawford Peaches for 
18e 


Regular 25c 


1 can Fancy Apricot* 
1So 


Regular. 25c 


. 1 can Fancy White Cherries 
ISo 


Regular 26c 


1 can Fancy Strawberrlee for 
1Bo 


Regular 25c • 


1 can Fancy Grapes for 
18o 


Regular 25c 


THE RIVERSIDE HOTEL 


strictly nnKslaai notel in the 8taU of Nevada. Lanw sunny 
fcmlsned room.. Hleclrtc ll«bU. hot and cold roOuln« wafr 


bell*. Electric elevator*. All ouUld. fooins. 
Dintiw 


rtana ao un«c«H.a Ubl.. Bltoa^d on tb. banfc.of th. 


erawa* from to* not* of tb. city. Beautiful .arroondln.. 


M. J. GOSSE- 


SOUTH VIRGIN** SIR ET 
RENO NEVADA 


Your eyes tested and no 
questions asked. 
This 


method more especially 
adapted to growing chil- 
dren. 
A. W. LORD 


OPTICIAN 


WITH R, 
BRO. 


JBTWJ 


l»^B»^B»^Br 
^ — 


A Meal For Fifteen Cents... 


oooked. That* our 
beadaoartert; we're 


to 


PYRAMID SALOON AND LUNCH COUNTER 


O. •. •* LMl 


Lake an4 


Phones: Groceries, Main 363; Hardware, Main 


364; 
Office, Main 365. 


J. R. B 


Groceries, Hardware, Farming Implements, Merchandise and General Supplies 


• - - 
- 
-<ev. I • 
_•• 


RENO MERCANTILE COMPANY 


4 TO 12 COMMERCIAL ROW, RENO, NEVADA 


Crocerls, Provisions. Ham, Bacon. Hardware, Tinware, Stoves 


5 


• i 


IN £>V SPA PERI 
IN £>V SPA PERI 


NEVADA STATE JOURNAL SATURDAY, FEBRUARY 25, 1905. 


CLASSIFIED ADVERTISEMENTS 


MISCELLANEOUS 


A 


LL classes of legitimate adver- 
tisements not exceeding 6 lines 
inserted for 60 cents a week. 


LEGAL ADVERTISEMENTS 


WANTED— Millinery apprentices. M 


P. Goodwin & Co., 204 Virginia at 


WANTED — A 
trustworthy 
person. 


woman or man. to clean onVes by 
the month. Apply to Cooke & Ayerw 
Journal block. Reno. 
_*2_4w. 


\VANTED — A woman cook. Apply to 


PROTECT YOURSELVES—And your 


creditors by carrying adequate fire 
Insurance. 
A little carelesness tn 


renewing your Insurance may be very 
costly. If your flre Insurance 
is 


about to expire 
see us about It at 


once. 
We represent first class com- 


panies and respectfully solicit your 
business. 
J. A. Bonham & Son. Re- 


MISCELLANEOUS 


A GOOD HOME—An 8-room house, 


partly new, with barn and chicken 
house. 
Lot 66x100 feet on Wash- 


ington street. Price ' $2000. For sale 


Mrs. P. J. 


WANTED — By Japanese boy, situation 


In saloon or hotel. Honest and In- 
dustrious. Apply Z. Sato. 
Nevada 


Journal. 
f22w 


FOR RENT 


FOR RENT—Two 
neatly 
furnished 


rooms, gjentleman only. All mod- 
ern conveniences. One block north 
from depot $1.50 and 12 per week. 
Call morning and e\'entng. 404 Cen- 


no and Sparks. Nevada. 
f!2w2 


ENTERTAINMENT AND SALE—An 


entertainment and sale will be given 
by the ladles of St. Agnes Society 
at Harmony hall on the afternooon 
and evening of March 6th. 
f!4tf 


THE GOLDEN EAGLE—Only • family 


hotel in Reno: under new manage- 
ment; elegantly furnished rooms 60c 
to $1 a day. Weekly rates $2 up: free 
baths. Our unexcelled meals 25c: 
try one* Opposite McKlsstck's opera 
house. 
fllml 


ter street. 
f24w 


FOR RENT—Two furnished rooms for 


housekeeping, water and light. East 
6th street and Elko avenue. Terms 
reasonable. 'Phone black 425 or black 
274. 
f23w 


FOR RENT—Three room house newly 


furnished, fenced lot 140x50, two hy- 
drants. 16 bearing 
trees, chicken 


yard rent steady $15 per month. 408 
Maple st. 


CALL AT JAPANESE BOARDING 


HOUSE—For cooka. waiter*, houae 
workers and portera. Only flrat class 
help. 206 Second at, Reno. 


FOR GOOD WORK—Go to 222 Lake 


street. Nevada Sanitary Cleaning & 
Dying Works. Phone 
Green 334. 


Ladles and gents clothes cleaned 
pressed, dyed and repaired. 
flw 


FOR RENT—House keeping rooms1* 


No. 5 Ridge street, also house of four 
rooms on North stree^. Inquire of 
Read Bros., over Nevada Bank, room 
7. 
f21w 


by J. A. Bonham 
Second street 


& Son, 12 East 


f24w2 


LEGAL ADVERTISEMENTS 


LEGAL ADVERTISEMENTS 


MRS. IDA WATERMAN—Has re- 
moved her dress making 
parlors 


from the Golden hotel to 109 Fourth 
street. 
*22w 


VAPOR BATHS—Massage and elec- 


tric treatment for ladles and gentle- 
men. 319% North Virginia Street. 
The Elwood, room 9. 
f24w 


THERE WILL BE A MEETING—Of 


the A, O. H. at Harmony hall March 


SUMMONS 


In the Second Judicial District Court 


of the State of Nevada, in and for 
Washoe county. 


The State "f Nevada sends to Mar- 


garet McDonald, greeting: 


You are hereby required to appear 


in an action commenced against you aa 
defendant by J. P. McDonald aa plain- 
tiff in the Second Judicial District 
Court of the State of Nevada, in and 
for the County of Washoe, and an- 
swer the complaint therein within ten 
days after the service on you of this 
Summons ( excluaive of the day of ser- 
vice), if served in said county, or twen- 
ty days f served out of said county, 
but in said district, and In all other 


ANNUAL STATEMENT 


Citizens Insurance Co. Of Missouri. 
Capital (paid up) ........ $200.000.00 
Assets 
7Ji4.810.00 


Liabilities, exclusive of 


capital and net surplus 
400,422.00 


Income. 


Premiums 
514,151.00 


Other sources 
25.023.00 


Total income 
639,174.00 


Expenditures 


Losses 
335.792.00 


Total expenditures 
613,818.00 


Business 1004 


Risks Written 
$148,481.228.00 


Premiums thereon 
2,124,178.00 


Losses incurred 
333,303.00 


Nevada Business 


Risks Written 
126,906.00 


1st at 8 o'clock p. m. 
are requested to be present aa bus- 
iness of Importance is'to be discus- 
sed. By order of the president. f22w 


All members ca8ea forty day>: or 
AII memoers 
tafcen afifainBt you accord- 


MISS LENA 
DORMIO—Teacher 
of 


piano. Rates reasonable. Pupils can 
have use of piano during practicing 
for a little extra charge. Address 118 
Commercial Row. Telephone green 
84, opposite S. P. depot 
f21tf 


Premiums received 
Losses 
Losses 


Lee J. 


Farmers 


3,520.66 


77.94 
65.87 


Davis with offices In the 
and 
Merchants 
National 


paid ... 
incurred 


Bank is resident Agent of the above 
Company. 


NOTICE TO CREDITORS 


In the 
Second 
Judicial 
District 


Court of the State of Nevada in and 
for the County of Washoe. 


In the matter of the estate of Dan- 


iel Haugn. deceased. 


Notice is hereby given that the un- 


dersigned has been duly appointed and 
qualified by the District Court of the 
Second Judicial District of the State 
of Nevada In and for the county of 
Washoe. as executrix of the last will 
of Daniel Haugh, deceased. 


All creditors having claims against 


said estate are required to file the 
same with proper vouchers attached 
with the clerk of said court wlfhln 
three months of the first publication 
of this notice. 


ADELAIDE GIDDINGS HAUGH. 


Executrix. 


Dated February 7, 1905. 
Date of first publication February 


8. 1905. 


WILLIAM B. CRAIG, 


Attorney for the estate. 


f8w3 


aUNTERS ATTENTTCN—Fura tan- 


ned, blrda and animawa mounted In 
any atyle. Come and taJce leaaona 
and you can do It yquraelf. Satis- 
faction guaranteed. Leave ordersi at 
Park street, Reno, or Walter1 


STENOGRAPHY—Typewriting, 
legal 


business or personal. Rates reason- 
able. Room 9, Journal Bldg. Phone, 


J18tf 
Green 163. 


CALL AT—Room 17 O'Connor block 


to see the latest pompadours. All 
kinds of hair work done and sham- 


311 
Morton's cigar store. 
street. 


10 E. Second 
n4tf 


FOR RENT—Two sunny front rooms, 


complete for housekeeping. Electric 
lights and telephone. Inquire at 307 
Lake street. 
f21w 


FOR RENT—Neatly furnished 
front 


room, electric light and bath. Gen- 
tlemen preferred. Inquire at 109 Mill 
street. 
. 
f21w 


PIANO, GUITAR AND MANDOLIN— 
Special attention given to technics, 
expreeslon and the atudy of classical 
music. Rates given to guitar and 
mandolin clubs with use of Inatru- 
ments. 
Attention given to practice. 
Mrs. M. E. Rosseau. No. 110 Elm 


poolng a specialty. 
f!9tf 


LADIES * GENTS—Suits 
cleaned, 


pressed and repaired at the Nevada, 
Sanitary Cleaning A Dying Worka. 
D*y cleaning of atlk lace and satin 
a 
specialty. Proper attention given 


to out of town orderr. 
We guaran- 


tee to do flrat claaa work nly. Of- 


atreet 
tf 
flee 222 Lake at Phone. Green 884. 


FOR RENT—Six room house, bath, 


pantry, cellar etc., hot water, stove 
In houHe. Wood shed, large yard 
close In. Rent reasonable. Apply to 
H. R. Cooke at law office of Cooke 
& Ayers. Journal block. 
f!9w 


FOR RENT—Four furnished rooms for 


house keeping. Electric lights, bath 
and water. 705 N. Virginia st. f!9w 


PROFESSIONAL CARDS 


PHYSICIANS AND SURGEONS 


FOR RENT—Modern 4 room house 


partly furnished. 
Inquire at 
610 


West 4th street, or phone Red 301. 


PeblSwl 


FOR SALE 


FOR RENT—Furnished 


and cold water, bath 
lights. Inquire at 603 
street. 


room, 
hot 


and electric 
N. 
Virginia 


f24w 


J. ROGERS WALLS, M. D.; C. M. 


Surgeon A Physician 


Office Washoe County Bank Build- 


ing. Residence 412 Nevada stret 
Office and residence Phone Main 
'45. 


L. T. BROCK, M. D. 


Physician arid Surgeon. 


Diseases of Women and Surgery a 


Specialty. Rooms 1 and 8, Journal 
Block, Second St.. near Virginia. 
Reno, Nev. Phone, Main 43. 


FOR A SMALL FAMILY—Large lot 


100x95 feet, on Washington street, 
near Second. House of four rooms. 
\voodHhe<l and stable. Price 
$2100. 


Apply to J. A. Bonham A Son. 1 
East Second street. Reno. 
f24w 


FOR SALE — An Al paying business. 


Inquire at this office. Will be sold 
at invoice 


FOR SALFJ— A No. I milch cow, a 


few laying hens and a second hand 
buggy, at 316 Lake street. 
f24w 


FOR SALE—Half Interest in a good 


restaurant business. Small capital 
required. 
For particulars address 


F. B.. care Journal, Reno. Nev. f22w 


FOR SALE—Furniture, fine gas stove. 


Apply 411 Chestnut Place, between 
3d and 4th near Ralston. 
f_2gw^ 


FOR SALE OR RENT—A store with 


six rooms above and one lot. Dwell- 
ing house behind store. Price. $2,000. 
-Vpply to John Rawllnson, Sparks. 


f21ml 


DR. HOWARD CAMERON. 


Eye, Ear, Nose and Throat 


Office in Thoma-Blgelow Building. 


Hours, 9 a. m. to 12 m., a to 6 
and 7 to 8 p. m.. Sundays by ap- 
pointment; Phone Green 643; Vir- 
ginia Street 


FOll SALE—C.o-Jil 
paying 
business. 


Call nt 222 Lake street. 
f21w 


FOR SAL.K—A 
reliable 
established 


business. Answer No. 7 this office. 


f21wl 


FOR SALIC—At cost, new cottase. A 


c'lmnre for some one to get a home 
cheap. s«ani*> as rent, also a chance 
for some one who wants property to 
vent. Will sell you a nice four room 
cottage for $750, will rent for $15. 
Payments $20 per month, nothing 
down. One four room, stone founda- 
tion, bath. sink. etc.. for $950: $25 
cash ami $25 monthly: will rent for 
$20. 
Also one modern five room 


•cottage, corner lot, stone founda- 
tion, bath. sink, china and clothes 
closets, price $1250; payments $30 
<lown. $30 per month; will rent for 
325. or will sell any of them for $200 
rash, balance on or before the ex- 
piration of three years. 8 per cent 
Interest. 
See these cottages, three 


blocks north of round house, Sparks. 
See owner there, or 714 Sierra St. 
Reno. W. G. McGlnty. Architect and 
Builder. 
F18 lOd 


GEORGE FEE. M. D.. 


Physician and Surgeon, 


Office In New Investment Building. 


West Second St; Hours, 9 a. m. 
to 12 m., 1 to 4 and 7 to 8 p. m.; 
Office and Residence Phone. Main 
281; Practice limited to dlaeaaea 
of the Eye, Ear, Noae. Throat and 
Respiratory organs; Glaasea fitted 


SANITARIUMS 


INVALIDS' HOVE. 


Cor elia S. Wentworth, 


Proprietress 


Rheumatism a Specialty; Trained 


nurses in constant attendance; 
No resident physician; No con- 
tageous diseases; Phone Brown 
468; 308 Chestnut S.reet Reno. 


ATTORNEYS 


JAMES T. BOYD, 


Lawyer 


Office, Rooms 1, 2 and 8, Washoe 


County Bank Building. 


Ing to the prayer of aaid complaint 
The action Is brought to recover a 
judgment and decree of thla court that 
the marriage existing between plain- 
tiff and defendant be dissolved, and a 
divorce decreed. 
The 
grounds 
on 


which such judgment and decree are 
claimed are that you, defendant, have 
disregarded the solemnity of your mar- 
riage vows, 
d on the 27th day of Ju- 


ly 1903, did wilfully desert and aband- 
on plaintiff and plaintiff's home and 
have wilfully ever since said date 
cqntinued to desert, abandon and keep 
away from said plaintiff, and have .liv- 
ed separate and apart from aaid plain- 
tiff, who is your lawful husband; and 
that such desertion and abandonment 
has existed for more than a year laat 
past and preceding the filing of this 
complaint 


And for a further order and decree 


awarding to the plaintiff herein the 
custody of the two minor children of 
the issue of said marriage. 


All of which will more fully appear 


from the complaint, which la on file In 
the office of the Clerk of said Court, 
at Reno, In said county, and to which 
you are specially referred. And you are 
noticed that If you fail to appear and 
answer sail complaint, the said plain- 
tiff will apply to the Court for the re- 
lief demanded. 
In testimony whereof, I have here- 


unto set my hand and affixed the seal 
of said court, at Reno, this 20th day of 
September A. D. 1904. 
(Seal) 
W. A. FOQG, 


Clerk of the Second Judicial District 
Court of the State of Nevada, In and 
for Waahoe County. 
J17w6 


Date ol 


NOTICE TO CREDITORS. 


In the Second Judicial District Court 


of the State of Nevada, In and for the 
County of Waahoe. 


In the matter of 
the estate of 


Stephen J. Bemis, deceased. 


Notice 
is 
hereby 
given 
that 


the 
undersigned 
has 
been duly 


appointed 
and 
qualified 
by 
th* 


District Court of the Second Judl* 
ciai District of tne State of Nevada, 
in and for the County of Washoe. aa 
Administrator of the estate of Stephen 
J. Bemis, deceased. 


All persons having claims against 


said estate are required to file the same 
with proper vouchers with the statu- 
tor 
yaffldavlt 
attached with 
the 


Clerk of said 
court 
within 
three 


months after the first publication of 
this notice. 


Dated February 2, 1905. 


MARCUS FREDRICK, 


Administrator of the estate of Stephen 


J. Bemis, deceased. 
D. H. HARTSON. 


Attorney for Estate. 


PROOF OF WILL. 


In the Second Judicial District Court 


of the State of Nevada, In and for the 
County of Waahoe: 


In the matter of the estate of Lois 


Brundidge, deceased. 


Notice is hereby given that M. R. 


Walker having filed In this court a 
document purporting to be the last 
will and testament of Lola Brundidge. 
deceased, and a petition praying that 
the same be admitted to probate, tho 
hearing thereof has been fixed by said* 
Court for Saturday, the llth day of 
February ,1905, at 10 o'clock-a. m. of 
said day, at the Court House, In the 
Town of Reno, County of Washoe, 
and all persons Interested In the raid 
estate are notified then and there to 
appear and show cause, if any they 
have, why said will should not be ad- 
mitted to probate and aaid petitioner 
appointed executor thereof. 


Dated February 1, A. D. 1906. 


W. A. FOGG, Clerk. 


' By W. H. NOYES, Deputy Clerk. 
Cook &. Ayre*. Att'ya for Petitioner. 


ANNUAL STATEMENT 


The Pennsylvania Fire Insurance Co. 


Of Philadelphia, 


Capital (paid up) 
$400.000 


Assets 
$6,428.988.51 


Liabilities, exclusive of capital 


3.443,725.09 


DODGE ft PARKER, 


Attorneys-at'Law 


Waahoe 
County Bank 
Building. 


Reno, Nevada 


DENTISTS 


and net surplus 


Income 


Premiums 
$2.817,160.72 


DR. J. C. HBNNESST. 


Dentist 


Clinical Inatructor College of Phy- 


sicians and (Surgeons. San Fran- 
cisco; Office Second and Virginia 
Streets; Hours 
a; m. to 13 m. 


and 1 to 6 p. m. 


DR. CHA8. A. COFFIN, 


Dentiat 


Office, Investment Building, over C. 


J. Brooklns' store, Virginia St; 
Phone Bed 283. 


DR. F. T. THOMPSON. 


Dentist 


Hours, 9 a. m. to 12 m.. 1 to 6 and 


7 to 8 p. m.; Martin Building, 
opposite Journal office, Reno, Nev. 


NOTICE FOR POSTING. 


In the Second Judicial District Court 


of the State of Nevada, In and for the 
County of Washoe. 


In the matter of the estate of Fran- 


ces E. Adams, deceased. Notice 
for 


posting of settlement of account, and 
hearing petition for distribution of 
estate. 


Notice la hereby given that J. M. Mc- 


Cormick, the administrator of the ea- 
tate of Frances E. Adams, deceaacjd, 
haa rendered and presented for set- 
tlement, and filed In aaid court thla 
final account of hla administration of 
aaid estate; and also his petition for 
distribution of aaid estate; and that 
Saturday, the llth day of February, 
A. D., 19051, being a day of regular aea- 
alon of aaid court, at 10 o'clock a. 
m., at the court room of aaid court, 
in the city of Reno, In aaid Waahoe 
County, haa been fixed by aaid court 
for the settlement of aaid account and 
hearing said petition for distribution 
of aaid estate, at which time and place 
any person intereated In aaid estate 
may appear arid file his exceptions in 
writing to the said account and con- 
test the same. 


Dated January 16, 1906. 


W. A. FOGG, Clerk. 


By W. H. Noyes, Deputy Clerk. 


Other sources 
244.685.51 


Total Income 1904 
3,061.855.23 


Expenditures 


Losses 
$1.827,265.61 


Dividends 
100,000.00 


Other expenditures 
996.606.17 


Total Expenditure 1904.. 
2.923,761.78 


Business 1904 


Risks Written 
$243,044.576.00 


Premiums thereon 
$3.120.390.07 


Losses incurred 
1,802,223.57 


Nevada Businesa 


Risks Written 
$142,982.00 


Premiums thereon 
$8,678.69 


Losses paid 
Losses Incurred 
R. W. 


.... none 
.... none 
OSBORN 


ANNUAL STATEMENT 


Home Fire 4k. Marine Ins. Co of Cat. 
Capital (paid up) 
$300.000.00 


Assets 
$1,615.013.36 


Liabilities, exclusive of cap- 
ital and net surplus 
$895,474.61 


Income 


Premiums 
$1,116,183.74 


Other sources 
$66,312.64 


Total Income. 1904 
$1,182,496.38 


Expenditures 


Losses 
$614,44.74 


Dividends 
$36,000.00 


Other expenditures 
$413,143.15 


.Total expenditures. 1904 $1.063,587.89 


Business 1004 


Risks written 
' 
$70,865,D07.00 


Premiums thereon 
$1.116,183.74 


Losses incurred 
$610,610.37 


Nevada Business 


Risks written 
$216,265.50 


Premiums received 
$5,811.66 


Losses paid 
$3,090.88 


Losses Incurred 
$3,OfO.M 


FRANKLIN BANGS. 
Secretary. 


J. A. Bonham & Son resident Agent for 
Reno and Sparks. 


Mgr Pacific Coaat Department. 
Lee J. Davis resident agent 


DR. H. E. HALL. 


Dentist 


Graduate Philadelphia Dental Col- 


lege; Fifteen years experience; 
Crown and Bridge Work a special- 
ty; 
Office, 
Rooms 21 and 22, 


Thoma-Blgelow Building. 


ATTORNEYS 


FOR SALE)—1-2 or whole of B. & W. 


Hotel at Sparks ia for eale. We want 
to go to Gotdfleld. H. B. Blatadell 
W. L. Wallace. 
__d20tf 


LOST 


LOST—Ladies' small gold watch open 


face, engraved on back "E. D. H." 
Also fob of Wodden Frog attached 
with black leather. Lost between de- 
pot and Riverside hotel. Suitable re- 
ward for returning to this office. 


ttlw 


TLOST—An emblem pin of the Woman's 


Club of Boulder. Colorado. Made of 
gold, crescent shape, white and green 
«namel. Finder please return to thla 
office. 
* 


W. E. F. DEAL, 


Attorney-at-Law 


Offices. B nk of California Building, 


Virginia City, Nev.. and Rooma 
61-62 Nevada Block. Pan 
-on- 


claco; Will practic in all State 
and Federal Courta in Nevada 
and California, and in the U itted 
Statea Supreme Court, 


WILLIAM B. CRAIG 


District Attorney 


Of Waahoe County haa moved hia 


office to the Court House, on Vir- 
ginia Street, where he will con- 
tinue hla practice aa before. 


P. O. Box 723 
Phone Black 482 


HU8KEY & MARTINSON, 


Attorneys-aV Law 


Practice !n all Courta of Nevada 


and California; Rooma 2 and S, 
Bylngton Block, Second Street 


I El S. FARRINaTON 
C. B. MACK 


Atterrteye-at-Law 


Office, Ryland Block, 117 Virginia 


Street; 
Phone Black S; Wm 


practice in all Courts of the State 
and United State* Court*. 


DR. ROBERT F. KANE 


Dentist. 


Office Hours—9 to 6; 7 to 8; Sun- 


daya by appointment Rooma—10 
and 11, Thoma-Blgelow Building. 
Phone, Green 644. 


EYE SPECIALIST 


DR. NEWMAN, 
Eye Specialist 


Furnishes glasses to 
relieve all defects of 
vision, which cause 
headache, 
nervous- 
ness, red. 
inflamed 


lids, cross eyea. blurring, etcJn Re- 
no from let to 20th of each month. 
234 Virginia street Phone red 286. 


*> 


ANNUAL STATEMENT 


Fire Association of Philadelphia, 


Capital (paid up) 
$500,000.00 


Assets 
$6,660,172.39 


Liabilities, exclusive of cap- 
ital and net surplus 
$5,019,973.52 


Income 


Premiums 
'. $3,831.012.25 


Other sources 
336,758.60 


Total Income. 1904 
$4.167,770.85 


•y 
Expenditures 


Losses 
$2.314.822.32 


Dividends 
$200,000.00 


Other expenditures 
$1,569.708.59 


Total expenditures, 1904. $4.084,530.91 


Business 1904. 


RlBkB written 
$403,406.766.00 


Premiums thereon 
$5,230,017.80 


Losses incurred 
$2,282.400.71 


Nevada Business 


Risks written 
$81,968.00 


Premiums received 
$2,372.35 


Losses paid 
none 


Losses incurred ..• 
•. 
none 


M. G. GARIRGULS, 


Secretary 


ANNUAL STATEMENT 


Aehen and Munish Fire Insurance Co. 


Of Aohen, Germany. 


Capital (deposited In New 


York) 
$210.000.00 


Assets ..... 
$1.320.640.37 


Liabilities, exclusive of cap- 


ital and net surplus 
826,200.20 


Income 


Premiums 
$961,125.91 


Other sources 
220,507.73 


Total Income, 1904 
1,181. 633.64 


Expenditures 


Losses 
$634,896.04 


Dividends 
. ' 


Other expenditures 
319.544.21 


Total expenditures, 1904 $1.026,439.25 


Business 1904 


Risks written 
$100.456,193.00 


Premiums thereon 
1.318,103.79 


Losses Incurred 
639.805.D3 


Nevada Business 


Risks written 
$88.250.00 


Premiums received 
2,689.99 


Losses paid. 
none 


Losses Incurred 
none 
CESAR BERTHEAU 


Pacific Coast Manager. 423 California 
Street, San Francisco, Col. 
n^^L_ 


J. A. Bonham 
for Reno. 


& Son, resident Agent 


TRAINED NURSE 


MISS OEORGIANA CARROLL 


Trained Nurse 


Apartment 
D, 
Thoma - Blgelo w 


Building, Reno, Nevada. Phone, 
Green B4f. 


TEACHER OF MUSIC 


MRS. O. P. BLASDBL, 
Concert Pfanlste. 


Teacher of piano playing, through 
the moat advanced methoda. AH 
gradea. 
Addreaa Monroe House. 


Telephone Reil 435. 
Studio at 


Wiley B. Allen Co.'a 


• I 


ANNUAL STATEMENT 


Of The Atlaa Insurance Co. Ltd of 


London 


United States Branch 


Capital (paid up) 
11,820,000.00 


Assets 
1,802,011.67 


Liabilities, exclusive of cap- 


ital and net surplus .... 1,014,633.30 


Income 
N 
Premiums 
$1,378,229.66 


Other sources 
: 
601,902.51 


Total Income", 1904 
1,980,132.07 


Expenditures 


Losses 
$664,981.96 


Dividends 
Other expenditures 
$791,722.78 


Total expenditures 1904 .. 11,466.704.74 


Business 1904. 


Risks written 
$114.202,890.00 


Premiums thereon 
$1.378,229.86 


Loaseft Incurred 
$708,896.86 


Nevada Business 


Risks written 
$307,623.00 


Premiums received 
$7,881.03 


Losses Paid 
Losses Incurred 


$277.10 
$277.10 


FRANK J. DEVLIN 


Branch Manager 


Lee J. Davia, with Farmera and Mer- 
chanta National Bank, resident Agent 


ANNUAL STATEMENT 


Niagara Fire Insurance Co. of New 


York. 


Capital (paid up) 
$500,000.00 


Assets 
4,319,724.00 


Liabilities, exclusive of 
capital and 
net 
surplus 


Income 


2,312,743.00 


Premiums 
M'SK5t2 


Other Sources 
SI'S?'!! 
Total Income, 1904 
$3,377.761.00 


Expenditures 


Losses 
$1.472,624.00 


Dividends 
$100.020.00 


Other Expenditures 
$1,019,892.00 


Total Expenditures 1904 $2,592,638.00 


Business 1904. 


Risks Written 
$294,776,367.00 


Premiums Thereon 
$3,611,288.00 


Losses Incurred 
$1,47M«4.00 


Nevada Businesa 


Risks Written 
$139,958.00 


Premiums Received 
$3,842.00 


Losses Paid 
$1.682.00 


Losses Incurred 
$1,682.00 


WM. J. LANDERS, Mgr. 


J. A. Borfham & Son resident agenta 
for Reno and Sparks. Nevada. 


Dissolution of Partnership 


The partnership existing 
between 


Matt Dany and Patrick Fahle la here- 
by dissolved by mutual consent Fa- 
hie transferring all hla Interests and 
assets of aaid partnership 
to 
Mat 


Dany, who assumea payment of all 
the liabilities and aaid partnership. 
Dated January 19, 1906. 


MATT DANY, 
PATRICK FABTO. 


ANNUAL STATEMENT 


Of the Queen Insurance Co. of New 


York for the year ending 


December 31, 1904. 


Capital (paid up) 
$1,000,000.09 


Assets 
$6.871,816.17 


Liabilities, exclusive of capi- 
tal and net surplus 
3,121,692.21 


Income 


Premiums 
$3,312,888.41 


Other sources 
$770,882.f4 


Total Income 1904 
$4,083,701.26 


Expenditures 


Losses 
$2,367,885J1 


Dividends 
$600,000.00 


Other expenditures 
$1,125,781.27 


Total expenditures. 1904 $4,083,617.08 


Business 1904. 


Risks written 
$339,819,683.00 


Premiums thereon 
$3,312,868.41 


Losses Incurred 
$2,391,181.40 


Nevada Business 


Risks written 
$163,262.00 


Premiums thereon 
$4,533.43 


Losses paid 
$139.68 


Losses Incurred 
$139.68 


ROLLA V. WATT, 


Manager and Attorney 
for 
Pacific 


Coast Department. 
Scheellne & Osborn. Nevada Bank lo- 
cal agents. 


ANNUAL STATEMENT 


New Hampshire Fire Insurance 


of Manchester, New York. 


Co. 


Capital (paid up) 
$1,000,000.00 


Assets 
$3.911,743.34 


Liabilities, exclusive of capi- 
tal and net surplus 
$1,712.057.85 


Income 


Premiums 
$1.782.486.40 


Other sources 
$177.099.62 


Total Income. 1904 
$1.959,681.02 


Expenditures 


Losses 
*1'2!!'?*!'!* 


Dividends 
Other expenditures 
Total expenditures, 1904 


. $691.867.29 
$2,021,187.20 


Business 1904 


Risks written ......... 
| 1 7 0 i 4 ' < 


Premiums thereon 
...... 


Losses incurred 
........... 
$1.268,«72.28 


Nevada Buaineaa 


Risks written 
............. 
|t4;!lKS 
Premiums received 
.......... 
$ *>"0<«" 


Losses paid 
.................. 
$!f!' 
Losses incurred 


General Agent 
San Francisco. Cal. 


Lee J. Davis, with the Farmers and 
Merchants National Bank local M«rt. 


THE NEW FASHION 


STABLES 


PINK TURNOUTS, SPIRITED 


NORMS, NEW RlOt, 


T. K. HYMBRS, 


Sierra Stra*«, 


jil 


' 


EWSPAPERl 


NEVADA STATE JOURNAL 
SATURDAY, FEBRUARY 25, 1906. 


AMUSEMENTS 


Grand 
Cbcatrc 


SAYS Ull OF OS 
AREFORPERS 


[Sparks Citizen Gives His Opinion 


of Bill Being Considered 


by the Legislature 


Branch of Catholic Society With 


Membership of Thousands 


to Be Started in Reno 


Week ending Sunday 26th 1905 


The Satelite Trio 
THE 3 KELLEY8 
In songs and dances 


THE DREWS 


A clever Eastern Comedy Duo 


BOYD & 8WARTZ 
Bicycle Riders 


EARL FLYNN 
Vocalist 


RICHARD LESTER 


Picture Song 


FINE MOVING PICTURES 


One Pine Watch will be given 
away on Thursday evening and 
one on Sunday evening. 


Wmmmmmmm* 


MO 
ADMISSION It & 2fc 
•••••••••• 
ireii^^ 


One Week, Commencing 


Monday Evening, Feb. 20th 


Engagement Extraordinary 


Georgie Harper 


And her own excellent 
Company 
of 


nineteen players In metropr"*— -*-«• 
dard successes—two shows 
popular prices; ^ 


REPERTOIRE* 


Camllle. Two Orphans, The Power of 


rSve in Old Virginia, Monte Chrlsto. 
Bother and Son. She Couldn't Marry 
1-wo. Little Lord Fpntleroy. etc. 


All Special Scenery. A Most Magnifi- 


cent Wardrobe. 


Specially engaged vaudeville people 


Between Acts. 


MABLB HOWARD 
The Scotch Nightingale. 


— THE TWO HOWARDS— Sam 
edlans. Vocalist, and Dancer. 


JOE DEITRICK. 
Illustrated Soags. 


VIN MORE 
In Monologue 


Shenge of Play Each Night 


*,UIlu, Journal: 
I notice by your 


lasue of the 21st Inst.. that thg work ->f 
the Legislature showed a tendency to 
activity on the 20th. 
Your Correspondent states that Pat- 


terson's bill to make It Illegal for for- 
elgners to work on public works came 
up and brought forth considerable dis- 
cussion. 
• 
. 
., 
Tho-^e opposing the passage of such 


a bill upon the ground that It Is "un- 
American" in Us nature etc., cannot 
have the Interest of the people at 


Vl f^fl T*t 


No foreigner who has children In 


this country Is in favor of other for- 
eigners coming here to 
usurp 
the 


places of their children or public works 
or any other place. 
We Americans are all the children 


of foreigners, but we now have more 
of our foreign cousins with us than 


We can care for properly under the 
present industrial system. 


Any man who owes his allegiance 


to this country Is an American, no 
matter where he was born, and no 
San who has taken the oath of allegi- 
ance to this government Is In favor 
of aliens coming here to underb'Vjlr": 
self or his children on any kind of 
labor. 
Citizens of this ocuntry have 


been trampled upon by the corpora- 
Sons and trusts until they themselves 
ere beginning to think It s both un- 
lawful and "un-American" to make 
any kind of resistance. 


The truth Is the American wants 


fair pay and decent treatment. He 
wants an eight-hour day and a sooa 
living wage for same and any fair 
minded, honest person Is willing to 
allow it to him. 
But this cheap foreign labor Is ship- 


ped here to keep the American down, 
and the legislators who oposed the 
Patterson bill undoubtedly had a «•»*- 
tlcular "motive" In doing so. 


Luch a measure Is not "un-Amev• - 


can.". 
It Is self defense. 
If this 


country was In danger of being In- 
vaded by a foreign enemy, the Ameri- 
can worker would be called upon to 
shoulder his musket and protect those 
who now i have their feet upon *«« 
neck. 
x 
• , 
The Americanized foreigner Is no 


more In'favor of the off scourlngs of 
Europe coming here to take our places 
an 
workers. Uian the Americanized 


merlcan IB. and the legislator who 
hlnks he can control the Amerlcanl- 
ed foreigners' vote by opposing such 
measures as the Patterson hill, will 


nrt himself "crawling out at the little 
nd of the horn." 
'•Workers, are you jtolng to continue 
o vote for men who take no interest 
t all In your welfare and happiness. 
Are we going to stand back and seo 


he lowest classes of Greeks, Slavs. 
Huns. Dagoes. Japs and Chinamen nil 
our places, and make no.resistance? 


I do not mean that we ought to 


murder or Injure them 
for coming 


here, for It Is not their fault, but we 
ought to iuit putting men In office 
make 
laws 
In 
favor 
of 
their 


coming. 
Have we suffered ourselves 


to be downtrodden and browbeaten 
until we have become "un-Amerlcan- 


An organization known as the Child- 


ren of Mary will be established In St. 
Mary's Catholic church Sunday. Feb- 
ruary 26th. 
The proper name, however, by whlcii 


it will be known is the Sodality of the 
Children of Mary. 
It will be compos- 


ed of the young Catholic ladles of the 
congregation. 
Its ends and objects 


are principally spiritual. It Is design- 
ed to bring Its members Into closer 
and more Intimate union with the 
spiritual life of the church by placing 
before them the life and example of 
Mary, the Mother of the Redeemmer. 


This association has a history ex- 


tending over hundreds or years. 
It !«, 


moreover, established In every Catho- 
lic church throughout the world, and 
embraces hundreds of thousands of 
members, but this Is the first time 
It has been organized In Reno. 


The aspirants to be consecrated to- 


morrow will receive holy commun on 
at the 8 o'clock mass, 
all 
wearing 


white veils, but they will not be con- 
secrated as Children of Mary until the 
evening service which begins 
at 
• 


o'clock. 
The reception will be very Impre.- 


slve. 
The church will be beautifully 


draped for the occasion in the colors 
of the Children of Mary. 
At the re 


ceptlon the 
postulants 
will receive 


sliver medals, blue ribbons and manu- 
als. 
As the public and friends of the 


young ladles are Invited, a large.con- 
gregation will be present. 
The fol- 


fowlng young ladles of Reno will be 
received and consecrated: 
££• Addis. Alice Mary 
Byrnes. 


Mary Josephine Burke. Josephine AK- 
ne^Burke May B. Bouchard. Gertudc 
A Ca"ne Minnie Flanlgan. Margaret 
M. F?ynn. Julia Helen Groton. Rone 
Ailene Gulling. Agatha Henry. Flllpc 
, June Kane, Florence Fuss. 
Shay Kittle 
Ivory, 
Bertha 


Smith Laura Smith. Gladys Smith 
3S^S^£T« 
^f%£r%sz.%£ 
Gertrude O'Neill. Eleansor Pur- 
Alma Golble. Alice O'Brien. Alice 


™«U,V.™? Laura 
McDermott. 
Nora 


xTncarrand Anna McKenna. 


To anylone purchasing from us a Buggy, Wagon, Runabout or any 
four-wheeled rig before the first day- of c^pril, 1905, will be gwen 
a chance in a Buggy, which we will givb away on that date. 


w 


Prices, 25, 35, and 50 Cents 


Seats now on sale at Rosenthal & 


Armanko's^ 
_^_ 
^. 


REINHARD&CO 


NEW UNDERTAKERS 


New Manning Building. Plasa St 


Fine Funeral Supplier Beautiful Par- 
lor.. . Special attention gWon to em- 


BELCHER FORFEITS 


BOND OF S 


The case of the State vs. Belcher 


was called yesterday In the District 


but Belcher did not appear. He 


pposed to be 
in the 
southern 


'TTSe time of his arrest a cash bond 
of 11000 was put up for him and later 
trough hU counsel. 
City 
Attorney 


ams, this was reduced to $500. 


The bond was declared forfeited and 
a bench warrant Issued for his ar 
rest by the district Judge. 


the ability to. do a IT^^g* 


The Reno 
StocK BroKerage 
Company... 


106 E. Commercial Row, Over- 


land Hotel Building. 


Will be open for business early 
this week and will do a general 
brokerage business In listed and 
unlisted mining stocks. 


Tonopah, Goldfleld and 


ComstocKs 


Quotations daily by wire 


Orders executed on the exchange 
by our San Francisco corres- 
pondent. 


...Reno, Neyed* 


S.F.& TONOPAH 
MINING EXCHANGE 


(The Original Tenopah Kzehani.) 


MILLS BUILDING 


San Fremctaco 


Miens—Wt a. Din 11 a. m. aa* 2 p. m. 


THt.f UBLIC INVITED TO ATTEND 


COMMISSION, # o* 1% 


List el Umber* Met en 


Bank of Nevada 


RENO, NEVADA 


11 f TcuuTti* ....... • ..... 
M. abnsztiff* . . .Ftm Vlee Mldeot 


and Henry An 
Paid Up Capitol, 


Accounts of 


J. S. CWCN 


818 Pine Street 
San Francisco, California 


•OTBOSU4 fry REXICONA 
••»W ™^^^^~_ 
•ADiBTEBS 


Tddreas: BCXICONA 
CO.. 


nvroFsble terms. 


NTBRBST PAID ON TWE DEPOSITS 


Bar an* sell exchange on all prlnei* 
p5%3£oftb.TOuJsuUs. Canada, 
•W25SLAS5^S{i^ia osborn ate 


oordins to slse. 
per annum. 


We SOUCIT You* 


Savings Department 


a 


dCClde> 
' 
WES MAYFIELD. 


Sparks. Nev.. Feb. 24. '04. 


Are You Reetlees at Night 
And harassed hy a had cough? Use 
SaHard^sHorehound Syrup, It will se- 
cure you sound sleep and ««*** a. 


has ever known. 


ever ten year, manager o 
best known firm. In San Francleco, 
.Td wnTSve hi. per~nal attention to 
every detail. 


CORONER'S OFFICE 


Why hother outfitting In Reno 
or other plares when I can 
sell you 


Tents, Fancy Groceries, 
Clothing and 
Mining Supplies... 


Of every description at the 
right price.. Cut thl. out to 
help you remember the best 
supply house In the Bonanma 
4 


Camp. 


J. D. LOTHROP 
QOLDFIELD, 
NEVADA. 
liver x «T«» •——. 
_j_* 
T. R. Cheatham, druggkit. 


Office Phone, 1 


Green 104. 


Phone. 


Oreen 4t4 


Violin Instruction 
Che* H. Kell. teacher of v»ollnand 


mandolin. Rertdenee 8i4 Weet .treet. 


LENT & HANSON 


just rw»elTed • Bne •**«*•« 
robea, Wanketa, etc, Repair, 
tng done wWle ro« wait »t 
the loweet prloee. 


\ lenoCeW Storage Plait 


New Complete 


mp V ^B^ "^T' "^ ~^~ ^^~ ~~- 
— 
— 


Sacramento 
Beer Hall 


Headquarter, for all Min- 
er, and Mining Promoter. 
Ho 
Baserao 
Club—Only 


Straight Goods. 
R U S C H A B E C K E R 


•*•• 


The Nevada 
Plumbing 
and. 


Sheet Metal Works 


We make a specialty of cor- 
nice and sky lights, heating and 
ventilating. All classes of mill 
work, Hotel and Restaurant sup- 
plies. 


Estimates Furnished, 
G. ROfiR ftlCO.. 


Suoeeeeor to Frank Savage 


•ttette1 GPOOH BB. 


318 NORTH VIRGINIA STREET 


J. I* BA1R 


Teacher of 


Violin, Mandolin arid Guitar 


Special attention given to Mandolin 
and Guitar Clubs, and rates given. 
Music furnished for all occasions. 
Drilling of accompanists a specialty 
Residence and Studio 606 Weet St. 


ANNUAL STATEMENT 


German 
Alliance 
Insurance 


New York 


Capital (paid up) 
Asset. 
*1( 


Liabilities, exclusive of cap- 
ital and net surplus 
Income 


Co. 


We, the undersigned, do hereby cer- 
' 
». 
^_— *%«•«*«•. 
VT ^. 
%•* v «•••»•»• ™ mm 
• 


tlfy that we are co-partners thran. 
acting a merchant tailoring business 
at No. 240 Virginia street, In the city 
raf Reno, county of Wartioe. State of 
Nevada, under the firm name and .tyie 
| of Daney * Stork. 
Hhat the name. In full and places 


of their respective residence, of both 
the parties to wild co-partnership are 
as follows, to-wit: 
Matthew 
Daney, 
R«no, 
Washoe 


i county, Nevada. 
1 
Charles A. Stork, 


county, Nevada. 
In witness whereof, the .eld parties 


have hereunto set their hand, and 
seals this 20th day of February, A. 


1905. 


MAT DANY, 
CHAS. A. STORK. , 


Reno, 
Washoe 


state of Nevada, 
County of WMBOe, ... 


h|9 20th ^^ ot February, A. D. 


One Thousand Ni 
undred and 


NEVADA 
ENGINEERING 
Wv/KI^ •)•••• 


Manufacturer, of Mining 
and 
Special Machinery. 
Dealer. 
In 
Bnglneerlng 
Equipment, and Buppllea 


R E N O . 
N E V A D A , 


Cor. 
Fourth »nd Kaet St. 


Telephone. 
Main 


I 


Washoe County 


Bank 


BCNO. NEVADA 


Capital Folly *eld Up 
I 
Barplos Fund 
j- 
' 


A cenenU Bankloc Basmess. 


Exchange Department 


Issue Travelenland ^"SRSSJHiL 
fif f*M4lit 
DTsUlft .UIO amOOfSjy wru 
SriiuSuiDellparuof tbe world. 


Savings Department 


Pays tnterast atjrate of I* Per oent pw 
Annum on deposits. 


Insurance Department 


suruee Companies. 


• • 


0*o. w. MAPS.. 
P.'U. ROW&AB9 


President 
.Vtae President 
.VleePrasldent 


f jue>a* s^* •*>•*••••" • 
' 
— 
Dlnotont-H. M. Martin. D. A. 
dirVTM. Manning. 
SOLIOT 
BUSINESS 


tbe Btorace of^-— 


EGGS, BUTTER. CHEESE. 


POULTRY. BEER. Etc 


ratw per 


IAOO, Ptwer, Light & Water U. 


oaeet Vltcmla and Beoomd Ma 


Nflliotwl Bunk 


RENO. NEVADA 


CAPITAL 


The only National Bank tn 


Washoe County. 


Losses . 
Dividend. 
Other expenditures 
....... 
$188> 


Total expendlturee. 1»04 .. 8480,224.65 


Busineee 190* 


Risks written 
.......... 
m t i 
Premiums thereon ........ 8* £984.62 
Los.es 
- 
IM8> 


written 
IJO.425.00 


•ecelyed 
$1,4X9.29 


I»sses paid 
Tosses incurred •••—; —'i,^ 


General Agent San Fiancleoo. CaL 
L* J. Darls, with Venae*, and Mer- 
' cheats Nat***) Beak, Jeeel a«ent. 


usmy and Charle. «— —-—- - 
known to me to be the Individual, de- 
scribed in and who executed the en- 
closed Instrument, who then and there 


acknowledged to n»e that they 


executed tbe same freely and •»<>»«***• 
rlly and for the u.e. and purpoee. 
therein mentioned. 


Wltnew my 
hand and official seal 


at Reno, In wld couaty. tne day and 
year In this certlfleate written. 


Notary PubMe, Wt Te-Bt. 


ICYottWanttoMaKe 
Tour Mine Pay 


Put In the Ponle-Tetrault 
eyctem for treating orea, 
right at the mine. It eave. 
hauling, freight and .melt- 
Ing charges, and It coat, 
but very little to put the 
syttem in 
operation 
at 


your mine. Come and .ee 
our plant In operation at 
the old Reno 
Smelting 


Work*. 


The PROGRESSIVE C. * M. CO 
P. O. BOX 316. Rene, Nevada, 


ASSAYING 


W. D. ARNCTT & CO. 


220 LAKE STREET 


RCNO. NEVADA 


SURVYVING 


Ladies, Attention 


Orlflnel end Only <>«*ul"* « 
FRENCH TANSY WAFERS 


The Mineral Cafe 


OR RUSS HOUSE 


Has been opened under new manage- 
ment, remodeled, flr.t cla.. and up- 
to-date. 


A Fine Line of Liquor, end Cigars. 


and the beet ommerel.l 1B eent Hot 
Lunch served from 11 to 2. Give me a 
trial. 
* 


PECK ROBERTS. Manager 


235 Center Street, 
R«««» Nevada 


COAL 


ROCKSPRINOS AND CASTLE OATIl 


^^Ja^fc 


TWholesaje & Retail, tteno Nevada 
Wholesale DealeivR«ii«vN«v.^a 


SSI. 


IN E>V SPA PERI 
IN E>V SPA PERI 
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New Arrivals 


Shirt Waists. Sweaters 
Skirts. Turs. Coats. 
Dress and fancy 
Goods. Cloves, Neckwear 
and Trimmings. Corsets, 
No-Mend Hose 


Sol Levy's Reliable 


Dry Goods and 


Carpet House 


205 Virginia Street 
Phone. Brown 143 


SMART 
CLOTHES 


Clothes that look 


as if they 


belong to youi 


Are clothes that fit you. 
Our "Stein Bloch" and "At- 
terbury System" S m a r t 
Clothes are tailored with so 
much talent and skill, that 
they adapt themselves to the 
figure with the grace and 
ease that show their quality 
immediately. 
.^ 


Our Winter models are worth your attention, especially if you 
are in the habit of wearing other kinds of clothes. 


They will show you a way to save money. 


Come in and see them. 


Next deer te the 
Petteffkt. 
KUHIN'S 


CLOTHIER and HABERDASHER 


TtUphont 
Redid 


-^p-- -^p*- •^P' 
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Real Estate For Sale 


ON TH1——— 


"Estimate Plan" 


Some one will get a $3,000 Store and Cottage for $135; a $1,000 


Cottage for $135; a $1,000 Lot for $135; a $500 Lot 


for $135. Is it you? • 


Too Had Better Investigate 


If you are looking for a good investment in Reno or Sparks. We 


make a specialty of lots in both towns. 


A. A. Hibbard Realty Co. 


Miaiag InveiUaentsj Loa»« Nejotiateel i 


106 East|lCommerdal Row 
Reno, Nevada 


Overland Hotel Building, Opposite 8. P. R. R. Depot 


aj 
*• 
! Washoe County Title Guaranty Company i 


orricccs 


H. Ik 


DIRECTOR 


W. A. Massey. If. 1 


•PB\*l9va'^PsMAfl^v^ ~"" — «^~—"••' 
B. O. Hhaam, D. B 
Boyd^ Bnest 
!>. 


Abstaetaoff title tarnished on abort nottee for an 
land tn Washoe County. Ton eannot borrow money 
on your land without an abstract. Many titles are 
defective. How is the time to have errors corrected- 


Telephone Brown 244—218 Virginia St, Reno 


-•-•• 
| 


OBERON 


CHAS. DREYER, PROP. 


Cyrus Noble Whiskey 


Tbo Finest. Orch 
'«ifle Comae Pr 
nightly 


ft B N O, 
it 
N • V. A D * 


He* S1L Cor. Third and 


Buffalo Beer 


Cookc Springs Mineral Water, 
Siphon and Carbonated Bev- 
ragee of all kinds. Phone 
Order 
Receive Prompt At- 


tention. 


DOININELS 


STEIINMETZ 


Our one greatest atabltlon U to make 
oar furniture Indispensable to the 
need* of all thrifty-minded people who 
want to save money, but a oil at the 
sacrifice of Quality. 


Cor. Secondhand Sierra Streets 


RENO, NEVADA 


l 


THE NEVADA 
PLANING MILLS COMPANY... 


A. Spincer. Prt»ldtnt 
A. rrtiKh. Vkt-Prt»t. end Suet. 


Yard. Forth2 


LUMBER, BUILDING AND HOUSE;rURNISHING 
MATERIAL. TURNING. SCROLL |S AWING; ETC. 


TWO ORPHANS SIGMA ALPHA 


LAST NIGHT 


% 


Large Audience Greets Georgia 


Harper Company in a Good 


Play at Opera-House 


"The Two Orphans" was received 


with much enthusiasm at McKlsslck's 
opera house last night. 
Georgia Harp- 


er appeared at Ltoulse, the blind girl, 
and carried the sympathy of the large 
audience with her 
throughout 
the 


drama. 
She is a fine actress and is 


fast making a reputation for herself 
in this part of the country. 


The play is of the melo-dramatic 


sort and much applause was given Mr. 
Detrick in the last act when in the 
character of the cripple he rescues the 
blind girl from the villlan. The com- 
pany all appeared well in their parts. 
Glen Harper made a good Chevallar 
De Vandrey. 
Frank, Sam, Mabel 


Howard and Vim Moore entertained 
the audience with pleasing specialties 
between acts. 
Special scenery used in 


this play was beautiful. 
Lord Faun- 


tleroy wll be produced for the matinee 
today at 2:30 and "Woman 
Against 


Woman" is the night bill. Miss Harper 
•will play Florence Grantley, one of her 
strongest parts. 
Seats for both per- 


formances can be secured at Rosenthal 
& Armanko's. 


Now at the Barrel House 


Jack Neville, the genial mixologist, 


is now with Jack Davis at the Barel 
House. 
Mr. Neville came to Reno 


some time ago from Texas. 
He is 


well recommended and Is already mak- 
ing friends for hisjemployer. 


RELATIVES SEARCHING 


CHARLES POST 


Friends and relatives of 
Charles 


Post are anxious as to his where- 
abouts. Writing from Petaluma they 
state that they last heard of him in 
Reno. 
He formerly worked on the 


ice ponds around TrucXee and Boca 
and may perhaps be still employed 
there. 


It has been several months since 


Post was heard from and his people 
have -no Idea as to his present loca- 
tion. 


Palace for Munchener Lowenbrau 


beer on draught. 
Too Late to Classify 


FOR 
SALE—Two 
breeding 
hen*, 


white Plymoth Rocks. The best In 
the world. Strain at $25 a pen each 
consisting of one male and five fe- 
males. Registered stock, well mated 
and good layers. R. Miller, box 267. 
Carson City. Nevada. 
f25w 


LADIES—Earn $20 per hundred writ- 


ing short letters. Send stamped en- 
velope for particulars. Ideal Mfg. 
Co., Cassopolls, Mich. 
f25w 


FOR RENT—Four room unfurnished 


house for rent. 620 Center street. 


f26w 


FOR RENT—One large sunny room, 


bed room and kitchen furnished for 
housekeeping. Three 
blocks 
from 


electric cars, 701 Center st. 
f25w 


LOST—A 1904 U. of N. class pin. Find- 


er return to Golden Jewelry store 
and receive reward. 
f26w 


THE WOMEN'S GUILD—Of Trinity 


church will give one of their monthly 
socials March 3d at 8 p. m., in the 
Parish House. 
f25w 


A TEN PER CENT INVESTMENT— 


A corner lot 66x68 feet in good resi- 
dence location. House of 14 rooms. 
2-story; bath, hot and cold water on 
each floor; large basement; 
two 


steel ranges; completely furnished 
throughout Pays at present $60 per 
month after reserving living rooms 
for family. More than ten per cent 
clear of all expenses. Price $6000. 
For terms and particulars see J. A. 
Bonham & Son, 12 East Second st. 
Reno. 
M4w2 


FORTY 
ACRES 
FOR 
$650—Forty 


acres of land less than a mile and 
a half from- the center of Reno. Five 
acres under water ditch, good for 
garden or chicken ranch. Why pay 
$500 for a lot when you can buy 40 
acres for $650? Must be sold soon 
See J. A. Bonham & Son, 12 East 
Second street, Reno. Nevada. f24w2 


FIVE ROOM HOUSE, $2000—Lot 50x 


140 on Ralston street, between Third 
and Fourth, House of five rooms, 
chicken house, fruit trees, etc., $2.- 
000 cash. See J. A. Bonham & Son, 
12 East Second street. 
f24w 


MODERN RESIDENCE, 
$10,000—A 


modern residence on the Southslde; 
corner lot; spacious and beautiful 
grounds. Offered for a short time 
only. See J. A. Bonham A Son, IS 
East Second street. 
. 
f24wl 


TRANSFER—Hale's Transfer, Van * 


Storage Co., packers and shippers. 
All kinds of cabinet and repair work 
neatly and promptly attended to. 
Formerly with John Breuner Co. 
Stand at M. Frank & Co. Telephone. 
Green S8S. 
tttf* 


HARRY E. FRANCK, 


Physician and Surgeon 


English, German and French spok- 
en. -Rooms 4 and 6. Thoma-Blge* 
low building. Office hours: 9 to 
le a m., 1 to « p. m and evenings. 
Telephone Brown §44. 


ENTplNS 


The Popular Fraternity Combines 


Business With Pleasure in 


a Happy Manner 


One of the many pleasant gatherings 


of the Sigma Alpha fraternity 
was 


held in Kindergarten hall last evening 
when two candidates were initiated In- 
to the mysteries of the order. 
The 


members of the popular fraternity had 
the entertainment in view for some 
time and made careful arrangements to 
wee that the ceremonies were carried 
through without a hitch. 
The goat 


after being starved nearly a week was 
not in the best of humor, and he show- 
ed the initiates a royal good time. 


Harry Stewart and John 
Spencer 


underwent the tortures that made them 
members of this society and will here- 
after enjoy all the 
privileges 
and 


pleasure* that go with the cqfllega 
"frat" man. 


At the conclusion of the ceremonies 


twenty-six members including the resi- 
dent alumni assembled at the banquet 
board and enjoyed one of the feasts of 
the season. 
During the banquet a 


number of toasts were made by the 
different members and many humorous 
anecdotes related. 


This part of the evening's entertain- 


ment was in the nature of a reunion 
and the students and those who have 
been out of school for some time were 
given an opportunity to talk over old 
times. 
The evening was brought to 


a close with a goodnight song by the 
fraternity quartette. 


Our Hid-Winter 
Clearance Sale 
!• Still Aglow With Bargain* in 
Men's, Youths' and Boys* Clothing. 


The* stirring buying since the \n- 
augurntton of this tale has lee* en • 
ed the quantity of stock on hand 
but we still have a good assortment 
of styles from which to make sat- 
isfactory selection. Among the col- 
lection wilt be found a good variety, 
the famous 


HART, 8CHAFFNER A MARX 


PINE CLOTHING 


which has no equal in style, qual- 
ity, workmanship and At, hut you 
must be quick If you want to get 
any of these exceptional values: 
Men's Sack Suits—Single and dou- 


ble breasted styles, that were 
112.60. 115 and 118. now only *d8S 


.Men's Sack Suite—Single aud dou- 


ble breasted styles, that were $tO 
$22.60 and $25, now only .. S1M6 


Young Men's Sack Suite—Single and 


double breasted styles, that were 
|10_ 112.60 and $15, now only 98.75 


MenTbveWoata—In various lengths 


single and double breasted styles, 
with or without belt-back, that 
were $20, $22.50 and $26, now only 


$11.95 


M.Franh$Co. 


FHOin, GREIM 285 


' 
1 'DEACON' 1A66' 


1 W WITH' 


A report that Editor Bragg of the 


Wlnnemucca Silver State, has had 
Black Patti quarantined for black leg 
has been received here. 
What the 


Journal wants to know Is how Bragg 
found out that she had the disease. — 
Reno Journal. 


Bragg will Inform the Journal that 


"black leg" does not bother him In the 
least and that Black Pattl can scatter 
the "disease" from one end of the 
State to the other without let or hin- 
drance from the Silver State. 
Bragg 


has troubles of his own. The "rumor" 
In false — as false as are some of the 
Journal's 
Western 
Pacific 
"news"; 


items.— Wlnnemucca Silver State. 
i 


The Journal is prepared to verify 


every Western Pacific News Item it; 
has published.- o 
- 


Dr. Bergsteln's Quarters. 


During' his stay In this city Dr.1 


Bergsteln will be found at room 43, 
McCormack Building. Those wishing; 
to see him will find him there during1 
regular office hours. 
* 
o 


Journal ads pay. 


Frank Brothers Co 


A§>ats for... 
Moet * Cfcaaioa 
Wklte Seal 


Crasta Blanc* 
Wines... 
BartlettMlneral 
Watert.. 
014 Tyler WaisJty 


IOLESALI- 


Wines, Liquors and 
Bar Supplies. 
Peee 


FAMILY T1AD1 SUPPLIED 


Phone, Main 401 
22S Virginia St 


NEVADA MEAT COMPANY 


Write for 
Particulars.. . 


Manufacturers af Lawn Fertilisers, Meat Meal 
For Hega or Poultry. Gruond B ne 
Meal 
far 


Poultry. 


Corner Alameda and fourth Sis. 


RENO, NEVADA 


A RARE OPPERIING 


Of New SilKs Suitable for Shirt Waist Suits; abo Very Desirable 


for Shirt Waists, Street and Evening Wear 


75c 


GROS DE LYONS—19 inches wide in the latest shades such as brown, royal blue, garnet, 
champagne, steel, pink, light blue, also comes in cream and Black. 
On display in 


our show window. Price per yard 


A tremendous Bargain Week. Some amazing sales are scheduled here for this 
week. Some remarkable values will be offered throughout the store. Every item 
has been selected with greatest care, and savings extraordinary. Read! Read! 


A Sensational Embroidery Sale 


1250 yards of the best cambric embroidery 
suitable for trimming dresses, also under 
garments. Prom 4 to « Inches wide, worth 
lOc and 12%c per yard. 
' 


Special, per yard 


A Handkerchief Surprise 


100 doien ladles hemstitched handkerchiefs 
manufactured from a very sheer lawn and 
fancy embroidered In honiton effects, worth 
lOc each. Special 60 each. 
Or « for 
' 


Sale of Sheets and Pillow Cases 
50 doaen of ready for use bed sheets 72x«6 
and a fair grade of sheeting used In making 
them. Regular price 60o each. 
3uC 


SO dozen- pillow cases to match 45x36 1 1 A 
.............. llw 
Regular 
. Special 


A Great Saving in Bed Spreads 


12 dose* extra large white bed spreads, aoa- 
ey comb patterx and pearl edged. A good 
value at $1.7$. each. 
Special 


Important Spdal Sale of Fine 


Turkish Towels 


20 doaen unbleached Turkish towels liberal 
in sice 19x38. Regular lie value. 
Special, each, 


oTsTToffSE 
DRY GO 


Pbooe Brown 291-Free Delivery to Sparks Every Day-211 Virginia Street 


JNFW SPA PERI 
JNFW SPA PERI 


